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U N C L A S 



FM DIRECTOR FBI 

TO FBI PHOENIX (lD0A-fl771) PRIORITY 
FBI SAN ANTONIO PRIORITY 
BT 


PRIORITY 


C^ARTH FIRS™ DOMESTIC SECURITY/TERRORISM (DS/T)i 00: PHOENIX 
T PRELIMINARY INQUIRY (PI) INITIATED JANUARY Shi TO 

EXPIRE APRIL 54nflfl. 

REFERENCE PHOENIX TELETYPE TO FBIHd DATED MARCH Bn llflfl. 
FBIHc3 AUTHORITY IS GRANTED FOR THE PHOENIX DIVISION TO 

_ ft 

UTILIZE THE SERVICES Of| 1 ~ 


b6 

blC 

b2 

b7D 

b7D 


I 

TO OBTAIN FURTHER INFORMATION 


REGARDING THE CRIMINAL ACTS CONDUCTED BY MEMBERS OF CAPTIONED PI. 

PHOENIX IS INSTRUCTED TO CONDUCT THIS INTERVIEW IN 
ACCORDANCE WITH THE MANUAL OF INVESTIGATIVE OPERATIONS AND 
GUIDELINES (MIOG)-. PART II-, SECTION ID (ID-12.1 TO ID-12.4) 



b2 


/H 





S 


CAPTIONED 


AS AN INVESTIGATIVE AID." 


BT 


b2 

b7E 




NOTE 


PAGE 3 



THIS TELETYPE GRANTS FBIHC2 AUT HORITY FOR THE PHOENIX _ 

DIVISION TO UTILIZE THE SERVICES OFl I 

I OF CAPTIONED 

ORGANIZATION TO OBTAIN FURTHER INFORMATION REGARDING THE 
DESTRUCTIVE ACTIVITIES OF EARTH FIRST- 

ON HAY 14-, nflb-, THE PALO VERDE NUCLEAR GENERATING STATION 
(PVNGS) SUFFERED SIMULTANEOUS DESTRUCTION OF THREE INCOMING 
POWER LINES AT THREE DIFFERENT LOCATIONS APPROXIMATELY ID TO 15 
MILES APART. ALL THREE OF THE INCIDENTS HAPPENED ONLY MINUTES 
APART AND THE MODUS OPERANDI WAS THE SAME- IT IS NOTED THAT 
PVNGS IS THE LARGEST NUCLEAR GENERATING STATION IN THE 
UNITED STATES AND SECOND LARGEST IN THE WORLD- IT SHOULD ALSO BE 
NOTED THAT THIS ACT RESULTED IN A POWER FAILURE AT PVNGS-, THE 
TOTAL LOSS TO THE OWNERS OF THE STATION TOTALED $l-,2bD-,DDD- 
INVESTIGATION TO DATE CONDUCTED BY THE PHOENIX DIVISION HAS 
DEVELOPED NO SUBJECTS ALTHOUGH INVESTIGATION HAS FOCUSED ON EARTH 
FIRST SINCE ITS INCEPTION. _ 


b2 

b6 

b7C 

b7D 

b7E 


b2 

b6 

b7C 

b7D 


ANALYSIS OF INFORMATION REPORTED SUPRA AND OTHER INFORMATION 
OBTAINED THROUGH INVESTIGATION IN THE PHOENIX DIVISION INDICATES 
THAT MEMBERS OF EARTH FIRST ARE TO BE CONSIDERED PRIMARY SUBJECTS 
FOR NOT ONLY THE SABOTAGE OF THE PVNGS BUT THE SABOTAGE OF OTHER 
PROPERTIES AND/OR EQUIPMENT CONSIDERED TO BE DAMAGING TO THE 

ENVIRONMENT. ___ 

_ THE PHOENIX DIVISION HAS AVAILABLE THE SERVICES OF I I _ 


-THE INTERVIEW WILL BE CONDUCTED IN SAN ANTONIO-, TEXAS•- 

SPECIAL AGENT l l OF THE PHOENIX DIVISION-, CASE AGENT 

FOR THE EARTH FIRST INVESTIGATION-, WILL BE PRESENT DURING THE 


INTERVIEW. 


THE SAN ANTONIO DIVISION 
SACS PHOENIX AND S 


UM AN IONIC) 


COORDINATOR IS SA 
CONCUR WITH 


PROPOSED TRAVEL. 

THIS REQUEST REQUIRES THE APPROVAL OF THE ASSISTANT 
DIRECTOR-, CRIMINAL INVESTIGATIVE DIVISION-, WHICH WAS GRANTED BY 
ADDENDUM DATED MARCH 4t naa. 


1 


b6 

b7C 


b6 

b7C 



b2 

b7E 









2/29/88 


) 

■i 




AIRTEL 



CD 


'CL 


Director, FBI 

.SAC, Phoenix (100A-8771) (Squad 3) 


1988, to expire 


EARTH FIRST,; 

OfffiSTIC - SECURITY/TERRORISM (DS/T) ; 

00*. PHOENIX 

Preliminary inquiry initiated on January 26, 

April 24, 1988. 

Re Phoenix teletype to the Bureau dated February 26, 1988. 

Pursuant to the provisions of Attorney General's Memorandum 
of November 7, 1983, to the Heads and Inspectors General of Executive 
Departments and Agencies, entitled "Procedures for Lawful, Warrantle 
Interceptions of Verbal Communications," authorization was granted 
January 29, 1988, for the use of a transmitting and/or recording 
device. Authorization was authorized for a period of 30 days beginning 
January 29, 1988. An extension of 30 days was granted on February 29, 
1988, to continue the use of a transmitting and/or recording device/ 

/ , 

You are to submit an FD-621 within 30 days of the expiration 
of this authorization furnishing information regarding use of this 
equipment in accordance with MIOG, Part II, Section 10-10.3(9). 1 


In the event a renewal of this authority is deemed warranted, 
submit your request with full justification at least seven days prior 
to the expiration of the existing authority, in compliance with MIOG, 
Part II, section 10-10.3(9). VO0 % \ \? ~jL\ 

In addition, you should ensure that all persons reasonably 
identified as having been monitored are included in the field office 
and FBIHQ ELSUR indices (MIOG, Part II, Section 10-10.5). Strict 
administrative controls must be established to ensure these 
requirements are met. //" / // -- 




& U 


/ ■} / 


As you know, this equipment is to be used only when a 
consenting party is present. Bureau equipment should be afforded' 

Exec ad Adm. .appropriate security. You should keep the Bureau advised of pertinent 


**n 1 " > Fs developments. 

Asst. Dir.: 

Adm.servs._i— Attention: Phoenix Elsur Coordinator 

Crim. Inv._ 

Ident- I- 

•"»p-- Mr. Pomerantz 


a 


intell. 

Lab. 




Legal Court. _ 

Off. Cong. & 

Public Affs. _ 

Rec. Mgnt. _DBM: tic 

Tech. Servs-- . 

Training -— 

OH. Liaison S 
Int. Affs. 

Telephone r Rm. _ 

Director’s Sec’y i 

O 


( 10 ) 




1 

1 

1 



SP7 



- Eslur Index, RMD= 

- Consensual Monitoring 


PAGE 2 


b6 

:b7C 


File 







► 



Airtel to Phoenix 
RE: EARTH FIRST; 

DOMESTIC SECURITY/TERRORISM (DS/T); 
00: PHOENIX 


NOTE: This airtel authorizes Phoenix Division a 30-day extension to 

consensually record conversations in the captioned matter. Authority 
commences February 29, 1988. Initial authorization was granted 
January 29, 1988, for 30 days. 


2 



NON TE 


if# 


TO: 

Chief 

Terrorism 

FROM: 

SSA 


SUBJECT: 

Earth 

First; Domestic Sec 


00 :• 

Phoenix 


IC CONSENUAL MONITORI 

Section 


«# 


8R CCTV 

l.aie 2 / 2 9/88 b6 

b7c 

Unit Domestic Terror- 
i sm 


Attached communication from Ph oenix Field offir* a 

1/S6/88 , requests Routine. (ISnewaU EneTt eWcy- EmeMencJ R.Jw., ... 

authorization for the me oi'cUa.o.uc JoCzce {o .onStor and/or re«Jd 
private conversations. Authorization is for 30 days or 60* days fcircie 

one) 9 beginning on 2/29/88 _. Previous authority granted on 1/29/88 

--- - _. (Fill in blanks, if ap plicable. r 


and expires/expired on 3/ 2 97U% 

Emergency authority granted by 
to 


1. The consenting party has: 

a. agreed to testify 

b. executed the consent fora 

2. Recording/transmitting device will 
only be activated when the consenting 
party is present 

3. Government attorney (in Judicial 
District where interception(s) will 
take place or who is designated for the 
investigation) sees no entrapment and 
approves of the use of this technique 
as being appropriate 


YES 

x 

x 


on 


NO 


Subject(s) of this case are alleged to be involved in: 

E xtortion: Dpstm ct. i nn nfpropertv - F ( nerg^ Facility and other descr ibed in 

^(nature of violation) previous communications. 


• 

The AG Memorandum of 11/ ^83 on co nsensual monitoring has been 
reviewed and this request does /does noT!) (circle one) require written 
authorization from the Department of Justice. (See attached checklist) 

Authorization to include the use of CCTV. (Ye»@ If yes, 

AG Order 985-82 has been reviewed and use of* CCTV does73oes not (circle 
one) require DOJ authority. (See attached) 

APPLICABLE ACTION MEMORANDUM FORMAT » IF DOJ AUTHORITY REQUIRED:_ 

APPLICABLE CONFIRMING AIRTEL FORMAT # IF DOJ AUTHORITY NOT REQUIRED:" 


1 . Unit Chief! 

2. **LCD _ 

3. Approved: 


VI „ ™ _Section Chief 

•No tV that 60 ^ay authority^is appropriate only in long-term investiga¬ 
tions such as UCOs. 

** Review and concurrence by LCD is necessary if any of the seven instances 
requiring written DOJ approval exist* or if use of CCTV requires 

, .r:: "• 

1 - Tickler file 

1 - Consenual Monitoring File 9 *| 





THIS REQUEST DOF 
DEPARTMENT OF 



gf# 

lOWZATK 


B ?£5,Hl£ E , K !? n . TCN AUTMd*! 7 a TI ON from the 

MLAUSE (check appropriately): 


I_ ]} does not relate to an investigation of a member of 

Congress , a Federal Judge, a member o f the Executi ve 
Branch ¥t~ Exec utive Level IV or above, nr a ppr^n 

has. served in such capacity within the previous two- 

years ; -- 

x _ it does not relate to an investigation of any public 

official and the offense investigated is not one-“ 

involving bribery, conflict of interest, or extortion 

relating to the performance of his or her official- 

duties; 


x it does not relate to an investigation of a Federal law 

enforcement officer ; — - 

_ y the consenting or nonconsenting person is not a member 

of the diplomatic corps of a foreign country ; 

_x_ the consenting or nonccr.scnting person is ; not or has not 

been a member of the Witness Security Program and that 
fact is known to the agency involved or its-officers; 

x the consenting or nonconsenting person is not in the 
cu stody of the Bureau of Prisons or the United States 
Marshals Service; 

x the Attorney General, Deputy Attorney General, Associate 

Attorney General, Assistant Attorney General for the 
Criminal Division, or the United States Attorney in the 
district where an investigation is being conducted has 
not requested the investigating agency to obtain prior 
written consent from DOJ for making a consensual 
Interception in a specific investigation . 

THIS REQUEST FOR USE OF CCTV DOES REQUIRE DOJ APPROVAL BECAUSE 
(check appropriately): 

Area to be Viewed - -Request includes use of CCTV to view 

- the interior ot private premises or other area where a 

reasonable expectation of privacy otherwise exists, 
although a participant in the activity to be viewed 
has consented. 

Area to be Viewed - Request includes use of CCTV to view 

--:- the interior ot private premises or other area where a 

reasonable expectation of privacy exists, but a 
participant in the activity to be viewed has not 
consented and, therefore, requires DOJ authority and 
a court order . 

Camera Placement - Request includes placement of CCTV 

- to view the interior of private premises or other area 

where a reasonable expectation of privacy exists, but 
a participant in the activity to be viewed has not consented 
and, therefore, requires DOJ authority and a court order . 



MAILED 2£ 


SSP 

CLASS_ 
SRC 
SER 
EEC 


AIRTEL 


1/29/88 




Director, FBI 

—SAC, Phoenix (100A-8771) (Squad 3) 


_EARTH FIRSTf 

-d6mESTIC - SECURITY/TERRORISM (DS/T); 

00: PHOENIX 

Preliminary inquiry initiated on January 26, 1988, to expire 
April 24, 1988. 

Re Phoenix teletypes dated January 27 and 28, 1988, and 
Bureau telcal to Phoenix dated January 29, 1988. 

Pursuant to the provisions of Attorney General's Memorandum 
of November 7, 1983, to the Heads and Inspectors General of Executive 
Departments and Agencies, entitled "Procedures for Lawful, Warrantless 
Interceptions of Verbal Communications," authorization was granted on 
January 29, 1988, for the use of a transmitting and/or recording 
device, as described in referenced communication. Authorization is for 
a period of 30 days beginning January 29, 1988. 

You are to submit an FD-621 within 30 days of the expiration 
of this authorization furnishing information regarding use of this 
equipment in accordance with MIOG, Part II, Section 10-10.3 (9) .~ y 

~ // 

In the event a renewal of this authority is deemed warranted, 
submit your request with full justification at least seven days~priOr ~ rr ’ i r - 
to the expiration of the existing authority, in compliance with MIOG, 

Part II, Section 10-10.3(9). flis FEB ?J._ 

_ K In addition, you should ensure that all persons reasonably 

Ir identified as having been monitored are included in the field office 
and FBIHQ ELSUR indices (MIOG, Part II, Section 10-10.5). Strict - - 
administrative controls must be established to ensure these 
requirements are met. 

As you know, this equipment is to be used only when a 
consenting party is present. Bureau equipment should be afforded 
ex TC adA dm. _appropriate security. You should keep the Bureau advised of pertinent 
exoc ad m». —developments . 

Exec AD LES _ c 

Asst. Dir.: 

Adm. Servs. . 



hi 

o 



Crim. Inv. . 

ldent._ 

insp. _ 

Intell._ 

Lab. _ 


- Attention: Phoenix Elsur Coordinator 


be 

b7C 


-1—- Mr. Pomerantz 




Legal Coun. 
Off. Cong. & 
Public Affs. 
Rec. Mgnt. 
Tech. Servs. 
Training _ 
Of 1. Liaison & 
Int. Affs 


_ tic (10), 




1 - 

1 - 
1 - 


] 


Eslur Index, RMD 
Consentual Monitoring File 


SEE NOTE PAGE 



nobt^Tfu. spstto, 

FORMATION COKW 
HEREIN IS UNCLASSIFIED 
DATE 
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Airtel to Phoenix 
RE: EARTH FIRST; 

DOMESTIC SECURITY/TERRORISM (DS/T); 
00: PHOENIX 


NOTE: This airtel authorizes Phoenix Division a 30-day period to 
consensually record conversations in the captioned matter. Authority 
commences January 29, 1988. 


2 



FORMS•TEXT HAS 1 DOCUMENT 


INBOX.207 (#6520 ) 


TEXT : 


VZCZCPXOO13 


0 0 HQ 1 

DE PX #.0013 0280001 




n T •» 

V) , *. (■ 7 


FEi:l.: 

OF I‘ 


S . 13 ATiON 


ZNY EE EE E 


0 280240Z JAN 88 


FM PHOENIX- ( 1Q-OA-8 7 7 1 ) (SQ. 3) (P) 


I£ECjp 


TO DIRECTOR, FBI (IMMEDIATE) 



(ATTN: SSA 


DOMESTIC TERRORISM UNIT, 


COUNTER TERRORISM SECTION, RM 5214) 


UN.CLAS-E F T 0 


EARTH FIRST;/DS/T; 00: PHOENIX 


RE PHOENIX TEL TO BUREAU DATED 1/27/88, AND TELCALL FROM SA 


TO SSA 


1/28/88. 


PURPOSE: AUTHORITY IS REQUESTED TO UTILIZE AN ELECTRONIC 

Mf/ '4 

DEVICE TO MONITOR AND/OR RECORD PRIVATE CONVERSATIONS BETWEEN! 


J(LNU) AND OTHERS YET UNKNOWN IN CONNECTION WITH A 


DS/T MATTER. 


DETAILS: REQUEST DOES NOT REQUIRE DEPARTMENT OF JUSTICE 

APPROVAL. THE ABOVE NAMED INDIVIDUALS 7 ARE ACTIVE MEMBERS OF AN 

^ . 


■^7. 




ASSifi 








*\A 


W A S 


\V- 



tf tf 








PAGE TWO DE PX 0013 UNCLAS E F T 0 


ORGANIZATION IDENTIFIED AS EARTH FIRST, DEDICATED TO PRESERVING 
THE ECOLOGICAL STATUS OF THE EARTH. AS INDICATED IN REFERENCED 
TElI I PROVIDED INFORMATION WHICH INDICATED THAT 



THE ELECTRONIC DEVICE (BODY RECORDER) WILL BE NEEDED TO 
GATHER EVIDENCE AND CORROBORATE INFORMATION. I I WILL 


b2 

b7D 


WEAR THE BODY RECORDER AND/OR TRANSMITTER AND WILL EXECUTE FD473. 
SOURCE HAS FURTHER AGREED TO DISCLOSE HIS IDENTITY AND TESTIFY AT 
ANY FORTHCOMING JUDICIAL PROCEEDINGS. 

U.S. ATTORNEY OPINION: AUSA ROBERT COLOSI, PHOENIX, 

ARIZONA, WAS APPRISED OF THE ABOVE FACTS AND CONCURS WITH THE USE 
OF THE ELECTRONIC DEVICE (BODY RECORDER) DURING SCHEDULED 
MEETINGS. COLOST. ADVISED THAT HE DID NOT SEE ENTRAPMENT AS AN 
ISSUE AND FURTHERMORE STATED THE RECORDINGS WOULD ILLUSTRATE THAT 


b2 

b6 

b7C 

b7D 








PAGE THREE DE PX 0013 UNCLAS E F T 0 

NO ENTRAPMENT EXISTS IF THE ISSUE WAS RAISED BY THE DEFENSE. 
COLOS1 ADDED THAT THE RECORDINGS WOULD BE NECESSARY FOR THE 
SUCCESSFUL PROSECUTION OF THIS MATTER. 

BT 

#0013 


NNNN 



rar 


CLASS_ 

SRC"D_ 

SER 
HEC 

INBOX.5 (#9187) 

TEXT: 

VZCZCRHO008 
RR HQ 


SSP 



RCCc'Vfcj' 

TEi.tT."?£ iJNIT 

^ Oct 87 Q 5 ij 3 

federal bureau 
BF 1-NVcS TIGATI3N 


DE RH #0008 2881957 
ZNY UUUUU 
R 151856Z OCT 87 




FM FBI RICHMOND (157-4045) (C) 

TO DIRECTOR FBI ROUTINE 

“k-TTN: DOMESTIC TERRORISM UNIT, 
ATTN: CIVIL RIGHTS UNIT 


BT 




b6 

b7C 


UNCLAS 

UNSUB(S); AKA-; EARTH FIRST? PLAN DEMONSTRATION AT THE GEORGE 
WASHINGOTN NATIONAL FOREST HEADQUARTERS; 101 NORTH MA C IN STREET, 
HARRISONBURG, VIRGINIA; OCTOBER 5, 1987; CIVIL UNREST; (00: RH). 

/W^ 

RE RICHMOND TELETYPE TO THE BUREAU DATED OCTOBER 2, 1987. • 

FOR INFORMATION OF THE BUREAU, ON OCTOBER 5, 1987, A GROUP OF 
BETWEEN TWENTY AND THIRTY INDIVIDUALS, BELONGING TO THE GROUP EARTH 
FIRST, DEMONSTRATED WITHOUT INCIDENT OUTSIDE OF THE OFFICES. OP THE 

loo — 4 k/&[Q i ■**'*“* 

UNITED STATES FOREST SERVICE-GEORGE WASHINGTON NATIONAL' FOREST, 

101 NORTH MAIN STREET, HARRISONBURG, VIRGINIA. A SELECTED 





i 





PAGE TWO DE RH 0008 UNCLAS 


SUPERINTENDENT OF THE GEORGE WASHINGTON NATIONAL FOREST AND ALLOWED 
TO EXPRESS THE VIEWS OF EARTH FIRST. SEVERAL OTHER MEMBERS OF THE 
GROUP ALSO TRIED TO MEET WITH THE ACTING SUPERINTENDENT BUT WERE NOT 
ALLOWED INSIDE OF THE BUILDING BY THE LOCAL AUTHORITIES. 

THE DEMONSTRATION BEGAN AROUND 10:00 A.M. AND ENDED AT 
APPROXIMATELY 12:00 NOON. AFTER THIS DEMONSTRATION, THESE 
INDIVIDUALS DISPERSED AND NO FURTHER DEMONSTRATIONS OCCURRED. 

AS NO VIOLATION OF FEDERAL LAWS OCCURRED AND NO FBI INVOLVEMENT 
OCCURRED, THIS MATTER IS BEING CLOSED WITHIN THE RICHMOND DIVISION. 
BT 


#0008 




Rev. 8-26-82) 


TRANSMIT VIA: 

□ Teletype 

□ Facsimile 
0 airtel 


4 


FBI 

PRECEDENCE. 

□ Immediate 

□ Priority 

□ Routine 


CM 



CLASSIFICATION: 

□ TOP SECRET 
SECRET 
CONFIDENTIAL 
UNCLAS E F T O 
UNCLAS 

Date 5/24/88 


□ 

□ 

□ 

□ 


r 8060201 : 


-O 

OJ 

xz 

a 

ro 


DIRECTOR, FBI 

ATIN: ELECTRONICS SURVEILLANCE UNIT 
TECHNICAL SERVICES DIVISION 

FROM: SAC, PHOENIX (100A-8771) (P) 

SUBJECTfiARTH FIRST 

DOMESTIC SECURITY/TERRORISM 
00: PX 

^ Enclosed unde r separat e cover for the attention of the Electronic 

Surveillance Unit is on ^ I tape which is in a FD 504 showing chain of 

custody. Enclosure is original evidence and the chain of custody is to be 
maintained and recorded on the FD 504. 

., Electronic Surveillance Unit is requested to attempt to correct 

j the audl ° vhlch ls distorted in sections of the tape in order that the " 

, recording will be suitable for transcription and plavback, 

, _5 he Phoenix Division, with an eriianced cassette copy/ 


t 


Please prcsvid.^- 


H 

0 

H 

C£ 


tn 

CJ 

QJ 

CL 

CO 


31 

IX 

o 

o 


•j questions should arise c oncerning thp pyam'naH/ of"the 

evidence, please contact SAl I pj^j 



b6 b7E 
b7C 


b6 

b7C 

b2 


3 - Bureau 

package copy) 


. , ^ 2 - Phoenix 
- /f/ VMV :vmv 


J 5) 



a? !• «** - . 

.Jt&StJt* 

) *v.V' -7 ^ ^ 

^ : AIMAm/^ 


MU JUK 






Per 


^aug lew detached Div. 


Dwfi 


iAece i c ot{ 
tU&is n fc-) 

Os'msotr 

I 









ORIGINAL 

, Cops I Specs Detached 


F,n-3e (Rev. 8-29-85) 


/'2e> 


1 TRANSMIT VIA: 
r □ Teletype 
* □ Facsimile 

gSPjXl AIRTEL 

BBC —_ 


PRECEDENCE: 

□ Immediate 

□ Priority 

□ Routine 


CLASSIFICATION: . 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 

Date 4/15/88 


DIRECTOR, FBI 

ATTN: ELECTRONIC ANALYSIS UNIT (EAU) 

ENGINEERING SECTION, TECHNICAL SERVICES DIVISION 


FROM : SAC, PHOENIX (100A-8771) _ _ 

SUBJECT^EARTH FIRST 80420010 

DS/TERRORISM v _ .. 

00: PHOENIX 

In connection with the above investigation, a [ SNST 

recorder was used to record a conversation. When the tape was 
retrieved from the recorder, it was discovered that a malfunction 
of the take-up side of the unit had caused tape to be crumpled 
into' the area around the take-up reel. It is apparent from 
observing the take-up that it is running in an erratic fashion 
and comes to a complete stop every revolution. 

It is requested that the EAU conduct an examination of 
this unit and document the malfunction. When such an examination 
is completed, the unit sh ould be repaired and returned to 
Phoenix. The SNST | | is identified by SN 2401969 and GPN 

707768. A copy of the documentation as to the cause of failure 
should be sent to the above-captioned case. 


3 - Bureau 

(CD~ PackageJ 
2 - PKoenix 
(1 - 66-58) 


20 JRV:lss 

— (5) 


s^»AnpioVed: 



Transmitted 





- 1 *- 


€c ana enclosures' 


M?m 


',no 





'PM- 



*7 if 




dumber) (Time) 








FM DIRECTOR FBI 

TO FBI LOS ANGELES (lDDA-fl7S3M) ROUTINE 


ATTENTION: CT-E 

FBI PHOENIX ROUTINE 
FBI SALT LAKE CITY ROUTINE 
BT 






E 


COMPLETED. 

LOS ANGELES IS REQUESTED TO DECLASSIFY REFERENCED TELETYPE-. 
INASMUCH AS NO "S^RET" INFORMATION UAS CONTAINED THEREIN- 


BT 



THIS TELETYPE ADVISES LOS ANGELES TO PROVIDE DESCRIPTIVE 
DATA ON MENTIONED SUBJECT IN REFERENCED LOS ANGELES TELETYPE SO A 
SEARCH OF BUREAU INDICES MAY BE COMPLETED AND REQUESTS 
LOS ANGELES TO DECLASSIFY REFERENCED TELETYPE-. INASMUCH AS NO 
"SESTET" INFORMATION WAS CONTAINED THEREIN. 



FD-523 (Rev. 8-23-S4) 


o Fr0m: Director, FBI 

SSF (Attn: PJaetographic ProcessincTUnit, Rm. 1B903TL151) 


CLASS 


src-iJPL3 



Subject: 


ds» r— 
oos m 


* AIRTEL 

Cost Code: Date:4/X8/8S 

□ Unclassified □ Confidential □ Secret 


ENCLOSURES: 


CONTACT FOR INFORMATION: 



Size 

Type 

Quantity 

Film 

1 



Negatives 




Prints 




Other 

(specify) 




(color and b 

ack & w 

nite wor 

k will not be 


accepted on same request) 

WORK REQUESTED: 

EpDevelop and print 1 ea. 3!4 x 5 
Other: 


FTS- 


76 5 


0221 


b6 

b7C 


'J 




<m 

gg 

us 

m 

<31 



/? 3 ^ 2 / 






justification: sarveillasc® photos of emcioot* in tills mttst. 


PHOTO TECHNICIAN (Inti.) 




Room: Slpow shipment date and registry number. 


SPECIAL INSTRUCTIONS 

B'Mail 



□ Shippin 
numb 



Show shipment date; bill of lading 
'invoice; invoice to be placed in administrative fiie. 

Enclosure(_ f ( ) MAIL ROOM ^ 








FD-523 (Rev. 8-23-84) 


To: Director, FBI 

Pb6tographic Proci 




SSE ~ r 

CLA S |r° m: ^ j ° ENIX (100 > _877I > < p ) 

SER Su6j5cr"'vEARTH FIRST.; 

-BEC “—- DS-T 

GO: PX 



nit, Rm. 1B903 TL151) 


^ AIRTEL 

Cost Code: Date: 4/18/88 

□ Unclassified □ Confidential □ Secret 


ENCLOSURES: 


APR 

CONTACT FOR INFORMATION: 


7% 




Size 

Type 

Quantity 

Film 

_ 1 

^ Rmn 


Negatives 




Prints 




Other 

(specify) 





(color and black & wl 


hite work will not be 


accepted on same request) 


FTS- 


I 


765-7277 


SA 



WORK REQUESTED: 

©^Develop and print 1 ea. 3'h x 5 
Other: 



JUSTIFICATION: Surveillance photos of suspects in this matter. 



FBIHQ Enclosure 





1 


8-261 (Rev! 3-17-86) 


SSI» 



U 4% 

FBI 

TECHNICAL SERVICES DIVISION 
FEDERAL BUREA'U OF INVESTIGATION 
WASHINGTON, D. C. 20535 


Phoenix (100A-8771) 


Room 4254 



August 16, 1988 


From: Director, FBI FBI FILE NO. 100—487816 

LAB. NO. 80602012 E QZ 

f { ' \ 

Re: v EARTH FIRST- 

DOMESTIC SECURITY/TERRORISM 
OO: PX 


Examination requested by: SAC# PhoeniX 

Reference: Airtel dated May 24, 1988 


Examination requested: 
Remarks: SSA 

examination. 


Enhancement 


conducted the enhancement 


be 

blC 


<t>^ 

CO 

1 ^ 


cr? 

:r> 

irT* 


IOC) 4 



Enclosures 2 (2 Technical Services Division Reports) 


(#- 
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FBI 

TECHNICAL SERVICES DIVISION 
FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 



To. SAC, Phoenix (1Q0A-8771) August 16, 1988 


FBI FILE NO. 100-487816 ”"'. 
lab.no. 80602012 E QZ 

EARTH FIRST 

DOMESTIC SECURITY/TERRORISM 


Specimens received May 31, 1988 


Q2 One| 2.65-inch diameter reel of 0.15-inch- 

widy magnetic tape marked in part "3/16/88" 

Result of examination: 

An aural and electronic examination of specimen Q2 
revealed that no meaningful improvement in the overall voice 
quality could be obtained through enhancement procedures, 
due to the rapid speed fluctuations. 

Specimen Q2 was forwarded to your office on July 29, 
1988, via registered mail. 
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To: SAC, Phoenix (100A-8771) (P) 


EARTH FIRST; 

DOMESTIC SECURITY/TERRORISM 
00: PX 


FBI FILE NO. 100 ^ } / O'/ i/C ~~ 

lab. no. 80602012 E QZ 

YOUR NO. 


Examination by: 


Koenig 


Examination requested by: 


il!ed 


SAC, Phoenix 


Reference: 


Airtel dated May 24, 1988 
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Re: EARTH FIRST * 

DOMESTIC SECURITY/TERRORISM 


SAC, Phoenix (10QA-8771) 


00: PX 


i 


■ ’ 1 ’’ & tSVa'//:iv^/;!U;'j \] 

JUl t » 1981 lMZ 

H?U3m>‘3-5 r 7^ 


. Invoice of Contents 


i 


vjt. I At. 


Specimen Q2(one 


reel) 



b6 

b7C 


Room 


Evidence - send via registered mail 


to K Jl kQ,d 

2105 

T,1 1 

100, 

-487816 S 1A 

Iaai n -r-i — A T 


Case # 



1 | Mail Room: 1B327, TL 152 

stered mail) 


b6 

b7C 


. „ . ummnEi. ..., 

i fell 


[[3] PSM - Supply Unit, 1B353 
'feistered) 


r, » ■ 5 'y -■ • ,•*: r\rr^ n p- ■ 

1 i r - t *5 - - ; " \ ■■ 5 . . ■ 

r i*’, <■ 1 It • ! 


'S'. 


Shipping # 
Shipping Method 


XM V " -rr . • * ' 

— i * - 


\ 


^ Jtaci 


2 ZSiP. 02 fiB 8 


\ 


\ 1 V'\ ' "7*77' ■ 

* y__^ 





’■! 

>^l/DOJ 

*1' ^ 



-,-’t G* 


JULY fi-. nfifi 


UNCLAS 


PRIORITY 


FM DIRECTOR-. FBI 


TO FBI LOS ANGELES PRIORITY 


FBI HOUSTON PRIORITY 


FBI PHOENIX PRIORITY 


FBI SAN ANTONIO PRIORITY 


FBI SACRAMENTO PRIORITY 


FBI SAN DIEGO PRIORITY 


UNCLAS 


EARTH FIRST 'A DOMESTIC SECURITY/TERRORISM (DS/T)i 00: SAN ANTONIO 


REFERENCE SAN ANTONIO TELETYPE TO THE BUREAU AND RECEIVING 
OFFICES DATED JULY 2-, nflfli BUREAU TELETYPE TO ALL OFFICES DATED 



JUNE 2T-, naa-, CAPTIONED "EMETICi DS/Ti oo: PHOENIX"i AND BUREAU 
TELETYPE TO ALL OFFICES DATED FEBRUARY 17, naa-, CAPTIONED n DS/T . 


PRELIMINARY INQUIRY (PI)". 


FOR THE INFORMATION OF SAN ANTONIO-. THE BUREAU IS SETTING 


/Ob 



FORTH THE FOLLOWING DIRECTIVES REGARDING INFORMATION CONTAINED-IN 



DBM:PSJ (5) 

T#t5cf 


7/a/aa 


S20U 
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THE REFERENCED SAN ANTONIO TELETYPE ENTITLED EARTH FIRST: 

1. SAN ANTONIO DID NOT ARTICULATE IN THE REFERENCED 
TELETYPE SUFFICIENT INFORMATION TO JUSTIFY OPENING A PI UNDER THE 
DS/T ATTORNEY GENERAL GUIDELINES- SAN ANTONIO SHOULD REVIEW THE 
ATTORNEY GENERAL GUIDELINES AND REFER TO THE SECTION OF THE 
MANUAL OF INVESTIGATIVE OPERATIONS AND GUIDELINES (MIOG) - 

2- IN THE REFERENCED BUREAU TELETYPE TO ALL OFFICES-. 
CAPTIONED "EMETIC" DATED JUNE 2R-, nflfl-, FIELD OFFICES WERE 
SPECIFICALLY ADVISED NOT TO CONDUCT AN INVESTIGATION ON THE 
ORGANIZATION KNOWN AS EARTH FIRST- THE PHOENIX DIVISION 
PRESENTLY HAS AN INVESTIGATION OF A SPECIFIED NUMBER OF 
INDIVIDUALS-, SOME OF WHOM ARE MEMBERS OF EARTH FIRST-, AND HAVE 
ENGAGED IN PAST CRIMINAL ACTIVITY AND ARE PRESENTLY INVOLVED IN 


SAN ANTONIO SHOULD REFER TO THE EXPLICIT INSTRUCTIONS SET FORTH 
IN THIS COMMUNICATION. 

3- SAN ANTONIO SHOULD REFER TO THE REFERENCED BUREAU 
TELETYPES DATED FEBRUARY 17t nfifl- THE TELETYPE REFERS TO 
SPECIFIC INSTRUCTIONS TAKEN FROM THE ATTORNEY GENERAL GUIDELINES 
RELATIVE TO DS/T INVESTIGATIONS AND THE CRITERIA NECESSARY TO 







0*93 A (7-19-77) 


i 3 

j ?ag; ■ 

I INITIATE A PI BY FIELD OFFICES. 

SPECIFICALLY-, WHEN OPENING A PI NOT ONLY DOES A FIELD OFFICE 

50 . 

HAVE TO HAVE SUFFICIENT INFORMATION TO JUSTIFY OPENING A Pin THEY 
SHOULD INDICATE THE DATE THE PI WAS INITIATED AND THE DATE OF 
; EXPIRATION. 

SAN ANTONIO SHOULD IMMEDIATELY CLOSE THE CAPTIONED 
INVESTIGATION. 

_ I 

i SAN ANTONIO SHOULD INTERVIEW THE REPORTER WHO MAY HAVE 

INFORMATION REGARDING THE INDIVIDUAL PLANNING TO PUT CHEMICALS IN 
THE WATER IN THE TANKS AT SEA WORLD AND DETERMINE IF THE FBI HAS 
INVESTIGATIVE JURISDICTION IN THE MATTER. 

IF SAN ANTONIO HAS SPECIFIC INFORMATION REGARDING THE 
IDENTITIES OF EARTH FIRST MEMBERS ENGAGED IN SPECIFIC CRIMINAL 
ACTS-, THAT INFORMATION SHOULD BE REPORTED TO PHOENIX AND THE 
BUREAU UNDER THE EMETIC INVESTIGATION- 

OFFICES RECEIVING LEADS IN THE REFERENCED SAN ANTONIO 
TELETYPE SHOULD NOT RESPOND TO THOSE LEADS SET FORTH BY 
SAN ANTONIO- 


BT 







NOTE: THIS COMMUNICATION INSTRUCTS THE SAN ANTONIO DIVISION TO 
CLOSE THE CAPTIONED INVESTIGATION FOR A NUMBER OF REASONS. 

SAN ANTONIO DIVISION OPENED A PI ON THE CAPTIONED GROUP WITHOUT 
SUFFICIENT INFORMATION TO JUSTIFY A BUREAU INVESTIGATION UNDER 
THE ATTORNEY GENERAL GUIDELINES RELEVANT TO DS/T INVESTIGATIONS. 
SAN ANTONIO UAS INSTRUCTED TO IMMEDIATELY CLOSE THEIR 
INVESTIGATION AND REFER TO A NUMBER OF BUREAU COMMUNICATIONS FOR 
GUIDANCE IN THE FUTURE- FIELD OFFICES RECEIVING COPIES OF THE 
SAN ANTONIO REFERENCED TELETYPE WERE INSTRUCTED TO DISREGARD 
RESPONDING TO THE LEAD SET FORTH BY SAN ANTONIO- 


M 




PHOENIX/PRIORITY/ 
SACRAMENTO/PRIORITY/ 
SAN DIEGO/PRIORITY/ 



UNCLAS 



CITE: //3770// 
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TEXAS, SAN ANTONIO, TEXAS, 


ADVISED THAT A COALITION OF 









PAGE TWO OE SA 0011 UNCLAS 

PROTEST DEMONSTRATION AT THE ABOVE PARK ON 7/9/88. 

FURTHER ADVISED THAT AN UNKNOWN INDIVIDUAL HAD 
ATTEMPTED TO TALK TO A LOCAL NEWS MEDIA REPORTER BUT HAD BEEN 
IGNORED. NEVERTHELESS, ACCORDING TO | | THIS INDIVIDUAL WAS 

MAKING ALLEGATIONS TO THE EFFECT THAT HE INTENDED TO PLACE 
CERTAIN CHEMICALS IN THE WATER WHERE THE SEA WORLD ANIMALS ARE 


CLAIMING TO BE MEMBERS OF CAPTIONED GROUP, WERE DISTRIBUTING 
LEAFLETS AT SEA WORLD PARK ALLEGING "ATROCITIES" BY SEA WORLD 
AGAINST VARIOUS SEA ANIMALS. 

| ADVISED THAT HIS OFFICE WAS APPRISED BY THEIR LEGAL 
COUNSEL IN WASHINGTON OF THE ACTIVITIES OF SUCH GROUPS AS EARTH 
FIRST. ANIMAL LIBERATION FRONT CALF), AND OTHER EXTREME 
ORGANIZATIONS IN THE "DEEP ECOLOGY" OR "GREEN" MOVEMENT. 

I ADVISED THAT THEY ARE VERY MUCH CONCERNED ABOUT THESE 
GROUP'S PART ACTIVITIES, AND WOULD APPRECIATE ANY BACKGROUND 
INFORMATION. 

SAN ANTONIO OFFICE NOT AWARE OF ANY GROUPS MENTIONED ABOVE 
WITHIN SAN ANTONIO DIVISION. 


BUREAU AND RECEIVING OFFICES ARE REQUESTED TO EXPEDITIOUSLY 






PAGE THREE OE SA 0011 UNCLAS 

FURNISH SAN ANTONIO ANY PERTINENT INFORMATION RE ABOVE GROUP 
INCLUDE NAMES, DESCRIPTIONS, AND PHOTOGRAPHS OF MEMBERS. 

INVESTIGATION CONTINUING IN SAN ANTONIO. 
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FM SACRAMENTO (10OA-8122)(P) 
TO DIRECTOR FBI/PRIORITY/ 

FBI SAN ANTONIO/PRIORITY/ 


BT 


UNCLAS 

CITE: //3720// 




(00:SA)(SC FILE 100A- 


ANIMAL LIBERATION FRONT (ALF); DOMESTIC SECURITY - TERRORISM; 

(00 : SC) ( SC FILE I00A-8101). < , //■■■' / • 

('■ // V'/ ^ 

FULL DOMESTIC SECURITY/TERRORISM INVESTIGATION REGARDING THE 



ANIMAL LIBERATION FRONT WAS AUTHORIZED 3/28/88 AND WILL EXPIRE 
9/24/88 . 



UNRECORDED COPY FILED IN /OQ - •/;• 
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AND CAPTIONED, "ANIMAL LIBERATION FRONT (ALF); DS/T; (00:SC)"; 

AND SAN ANTONIO TELETYPE DATED 7/2/88, CAPTIONED, "EARTH FIRST; 
DOMESTIC SECURITY, (00:SA)." 

FOR THE INFORMATION OF SAN ANTONIO, INVESTIGATION HAS 
DETERMINED THAT THE ANIMAL LIBERATION FRONT IS A NATIONAL 
CLANDESTINE MILITANT ORGANIZATION THAT ENGAGES IN CRIMINAL 
ACTIVITY INCLUDING BURGLARY, THEFTS, ARSON AND BOMB THREATS. 

ALL INVESTIGATING OFFICES WERE REQUESTED TO DIRECT THEIR 
INVESTIGATIONS TOWARD THE CRIMINAL ENTERPRISE CALLING ITSELF 
"ALF" AND NOT LEGITIMATE ANIMAL RIGHTS MOVEMENT ACTIVITIES AND/OR 
INDIVIDUALS. THE DS/T INVESTIGATION OF ALF SHOULD FOCUS ON 
IDENTIFYING MEMBERS OF THE CRIMINAL ENTERPRISE AND OTHER MEMBERS 
WHO KNOWINGLY ACT IN FURTHERANCE OF ITS CRIMINAL OBJECTIVES. IN 
ADDITION, INVESTIGATING OFFICES ARE TO ENSURE NONE OF THEIR 
SOURCES UTILIZED IN THIS INVESTIGATION ARE DIRECTED TOWARDS 
LEGITIMATE ANIMAL RIGHTS ACTIVITIES OR INDIVIDUALS. SACRAMENTO 
HAS REQUESTED THAT ANY INVESTIGATING OFFICE TO CLEARLY ARTICULATE 
WHAT FACTS ENABLE THEM TO IDENTIFY ANY INDIVIDUAL OR GROUP AS 
ALF . 


BY SACRAMENTO AIRTEL AND LHM TO ALL OFFICES DATED 6/29/88 
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DE SC 0001 UNCLAS 
SACRAMENTO SET FORTH A COMPLETE CHARACTERIZATION OF ALF AND ITS 
ACTIVITIES. 

SAN ANTONIO SHOULD NOTE THAT THE NUMEROUS LEGITIMATE ANIMAL 
RIGHTS ORGANIZATIONS CONDUCT MANY DEMONSTRATIONS IN FURTHERANCE 
OF THEIR CAUSE, HOWEVER, THE ANIMAL LIBERATION FRONT DOES NOT 
OPENLY DEMONSTRATE, BUT BEHAVES IN A CLANDESTINE MANNER. THE ALF 
OPERATES MAINLY ON THE EAST AND WEST COAST OF THE UNITED STATES. 

SAN ANTONIO IS REQUESTED TO ADVISE SACRAMENTO SHOULD ANY 
BREAK-INS OR INCIDENTS OCCUR THAT CAN BE DIRECTLY ATTRIBUTED TO 
ALF. SUCH ALF ACTIVITIES CREDIT IS CLAIMED THROUGH EITHER 
COMMUNIQUES FROM AN ABOVE GROUND SPOKESPERSON TO THE LOCAL NEWS 
MEDIA, TELEPHONE CALLS OR SPRAY PAINT ALF GRAFFITI ON THE 
PROPERTY OR POSSESSIONS OF VICTIM. 

IT IS AGAIN NOTED THAT THE DS/T INVESTIGATION OF ALF IS 
LIMITED TO THE CRIMINAL ENTERPRISE CALLING ITSELF ALF AND NOT 
LEGITIMATE ANIMAL RIGHTS MOVEMENT ACTIVITIES AND/OR INDIVIDUALS. 
BT 
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DIRECTOR, FBI 

ATTN: ELECTRONIC ANALYSIS UNIT (EAU) 

ENGINEERING SECTION, TECHNICAL SERVICES DIVISION 


FROM 


SUBJECT, 


SAG-,—PHOENIX 

EARTH FIRSTS 
^/TERRORISM 
00: PHOENIX 


(100A-8771) 



1 SNST 


In connection with the above investigation, a E 
recorder was used to record a conversation. When the tape was 
retrieved from the recorder, it was discovered that a malfunction 
of the take-up side of the unit had caused tape to be crumpled 
into the area around the take-up reel. It is apparent from 
observing the take-up that it is running in an erratic fashion 
and comes to a complete stop every revolution. 

It is requested that the EAU conduct an examination of 
this unit and document the malfunction. When such an examination 
is completed, the unit sh ould be repaired and returned to 
Phoenix. The SNST 


is identified by SN 2401969 and GPN 


707768. A copy of the documentation as to the cause of failure 
should be sent to the above-captioned case. 
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TECHNICAL SERVICES DIVISION 
FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 
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SAC, Phoenix (100A-8771) 



Re; EARTH FIRST 
DS/TERRORISM 
00: PHOENIX 


June 21, 1988 

FBI FILE NO. /<50~ 2U, 

lab. NO. 80420010 E QZ 


& 


Examination requested by: 
Reference: 

Examination requested: 


SAC, Phoenix 

Airtel dated April 15, 1988 
Authenticity 


Remarjia 

SSA 


|<r: 


Engineerin g Technician 


and 


] conducted the authenticity examination. 
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SAC, Phoenix (100A-8771) 


EARTH FIRST 
DS/TERRORISM 


June 21, 1988 



lab. no. 80420010 E QZ 


Specimens received April 20, 1988 

Kl One I ISNST miniature tape recorder, serial 

nuro bLj. .t. »» l l969 

Result of examination: 

A physical examination of specimen Kl revealed 
that the three screws supporting the motor to the frame 
had loosened, causing a misalignment in the take-up reel 
function. The screws were tightened to allow proper operation. 

Specimen Kl was forwarded to your office on 
June 8, 1988, via registered mail. 
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FBI FILE NO. 
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Examination by: 


80420010 E QZ 
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Examination requested by: SAC, Phoenix 




EGISTERED MAIL 


Reference: 


Airtel dated April 15, 1^988 

Examination requested: 

Specimens received: 

One audi 
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WASHINGTON, D. .C. 20535 
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DATgf June 8, 1988 

TO: 

. SAC, Phoenix (100A-8771) 



Re: EARTH FIRST 
DS/TERRORISM 
00: PHOENIX 
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. Invoice of Contentsl 


l. Specimen Kl(one Nagra SNST tape recorder) 
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Federal Bureau of Investigation 
f H0 6.A//X. _ Date: _ 


To: DIRECTOR, FBI 

Attn: ELSUR Index. * 

Subject: Pl&ST j 

OS / r- . ... - 

Oo '. Px 



AIRTEL 


Re -fcA _ to FBIHQ dated 3. - 2.6 - $8 and 

Bu cv\ r +g_\ _ to pHnSA/y«r dated 3 --2 *? - captioned 

as above. 


NOTE: If no confirming communication received from FBIHQ in response to 
your request for use of a nontelephonic consensual monitoring device, mark below: 


No confirming communication received from FBIHQ to date. 




ReCommunication(s) requested/granted: 


Routine authority. 
Emergency authority. 


/ 

/ 

V 


The following information relates to the use of the equipment: 


/ 


Its use provided information which corroborated or assisted in 
corroborating the allegation or suspicion. 

It was used, but no information of value was obtained. 

It was not used. * *, . 

(Only one of the above applies) g/,' ^ J 


mm* 




Complete and submit within 30 days of expiration of each and every period 
of authorization granted for nontelephonic consensual monitoring by either the DOJ or 
FBIHQ-CID (whether an initial or a subsequent authorization), and for each extension 
or renewal thereof. 

Transmit to FBIHQ in a sealed brown envelope labeled "Director, FBI, ELSUR 


Index, FBIHQ." 
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FM DIRECTORi FBI 
TO FBI ALBUQUERQUE PRIORITY 
FBI BUTTE PRIORITY 
FBI DENVER PRIORITY 
FBI LAS VEGAS PRIORITY 
FBI LOS ANGELES PRIORITY 
FBI PHOENIX PRIORITY 
FBI PORTLAND PRIORITY 
FBI SACRAMENTO PRIORITY 
FBI SALT LAKE PRIORITY 
FBI SAN DIEGO PRIORITY 
FBI SAN FRANCISCO PRIORITY 
BT 
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-EARTH FIRSTi jDOMESTIC SECURITY/TERRORISM (DS/T)i 00: 


PHOENIX 


PRELIMINARY INQUIRY (PI) INITIATED ON JANUARY Eb^ lRflfl-. TO 
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EXPIRE APRIL EM -i llflfli EXTENDED TO MAY EMt nflfi. 
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riirfaU of investigation 
FEDE COmSKcATONS CENTER 

.2337 C/b 

APR 2 7 1988 





REFERENCE PHOENIX AIRTEL AND LETTERHEAD MEMORANDUM (LHM) TO 


FBIHQ DATED MARCH 2M-, llflfl. 

IN REFERENCED COMMUNICATION THE PHOENIX DIVISION PROVIDED 
FBIHQ UITH A DETAILED LHM REQUESTING BUREAU APPROVAL FOR A DS/T 
INVESTIGATION OF CERTAIN MEMBERS OF EARTH FIRST WHO ARE 
COMMITTING/PLANNING CRIMINAL ACTIVITIES- FBIHQ IS REVIEWING 
PHOENIX LHM FOR APPROVAL OF A DS/T INVESTIGATION IN ACCORDANCE 
UITH THE ATTORNEY GENERAL'S GUIDELINES ON DS/T INVESTIGATIONS. 


IN VIEW OF THE ABOVE-, FBIHQ IS GRANTING THE FIRST EXTENSION 
OF PI IN CAPTIONED MATTER UITH EXPIRATION DATE OF MAY 54, nflfl. 

PHOENIX DIVISION WILL CONTINUE INVESTIGATION OF CAPTIONED 
MATTER AND WILL ADVISE FBIHQ AND APPROPRIATE OFFICES OF 
SIGNIFICANT DEVELOPMENTS. 




NOTE: THIS TELETYPE AUTHORIZES THE PHOENIX DIVISION THE FIRST 

EXTENSION OF PI RE CAPTIONED NATTER WITH EXPIRATION DATE OF 
NAY 24-. nflfl. THIS EXTENSION WILL ALLOW FBIHtf TO REVIEW AND 
APPROVE PHOENIX'S REQUEST FOR A DS/T INVESTIGATION IN ACCORDANCE 
WITH THE ATTORNEY GENERAL'S GUIDELINES ON DS/T INVESTIGATIONS- 




THEMSELVES "MONKEY WRENCHERS", WHO PROPORT TO PRESERVE THE EARTHS 
ECOLOGICAL MAKEUP THROUGH ACTS OF DESTRUCTION OR SABOTAGE WHICH 













TN NOVEMBER OF 1987, EIGHT DIESEL ENGINES BELONGING TO A LOGGING 
COMPANY IN RESERVE, NEW MEXICO, WERE SEVERELY DAMAGED l T HE N 
UNIDENTIFIED ABRASIVES WERE INTRODUCED INTO THE OIL SYSTEMS. TH 
LOGGING COMPANY INCURRED DAMAGES OF $30,000 FOR ACTUAL REPAIRS, 
AND $60,000 IN LOSS OF PRODUCTION. THIS TYPE OF SABOTAGE IS A 
TRADEMARK OF EARTHFIRST "MONKEY WRENCHERS", AND IS OPENLY 
ASPOUSED BY RADICAL EARTHFIRST MEMBERS CONCERNED WITH ISSUES 
INVOLVING LOGGIMG COMPANIES AND TIMBER CUTTING. 
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CONSENSUAL MONITOR AUTHORITY HAS BEEN AUTHORIZED BY FRIHQ, 

PHOENIX FBI HAS OBTAINED THE CONCURRENCE OF AUSA ROGER W. DOKKEN, 
WHO ADVISED THAT HE DID NOT SEE ENTRAPMENT AS AN ISSUE, AND 

6 



FURTHERMORE STATED THAT THE RECORDINGS WILL ILLUSTRATE THAT 
ENTRAPMENT EXISTS IF THE ISSUE WAS RAISED BY THE DEFENSE. DOKKEN 
ADVISED THAT THE RECORDING WOULD BE NECESSARY FOR THE SUCCESSFUL 
PROSECUTION OF THIS MATTER. 

LEADS: ■ 


ALBUQUERQUE DIVISION AT ALBUOUEROUE, NEW MEXICO. 
ALBUOUEROIJE IS REQUESTED TO EXPEDITIOUSLY OBTAIN AUSA 
CONCURRENCE FROM THE DISTRICT OF NEW MEXICO FOR PHOENIX 
CONFIDENTIAL SOURCE TO UTILIZE AN ELECTRONIC DEV ICE TO RECORD 
PRIVATE CONVERSATIONS BETWEEN SOURCE, | | 

AND OTHERS YET UNKNOWN IN CONNECTION WITH THIS DOMESTIC 
SECURITY/TERRORISM MATTER. CURRENT AUTHORITY AUTHORIZED ON 




• • 

PAC-E FIVE DE PX 0001 UNCLAS 
3/30/88, TO EXPIRE 4/28/88. 

ALBUQUERQUE IS FURTHER REQUESTED TO PROVIDE PHOENIX WITH 
COPY OF THE AUSA CONCURRENCE LETTER OBTAINED FOR THE DISTRICT OF 
NEW MEXICO. SOURCE WILL NOT REQUIRE ASSISTANCE IN THIS MATTER. 
ADMINISTRATIVE: I_ 

. BT 

#0001 


b2 
' b7D 
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PAGE TWO DE LA 0030 S 
UNION HIGH SCHOOL, BARSTOW, CALIFORNIA; 2/4/60; BOMBING MATTER: 


00: LO'S ANGELES" MAKES REFERENCE TO ONE 


LA FILE 


157-94 OPENED UPON RECEIPT OF INFORMATION FROM INDIVIDUAL WHO 
RECEIVED ANONYMOUS TELCAL THAT TWO BOYS WOULD BE RIDING SCHOOL 
BUS WITH DYNAMITE IN THEIR POSSESSION, REPORTEDLY TO DAMAGE OR 
BLOW UP THE HIGH SCHOOL. THE TWO BOYS WERE IDENTIFIED AS 
AND __ 

1 'was ON BUS; 


NO EXPLOSIVE MATERIAL FOUND. 


BUS WAS STOPPED, UNLOADED, AND SEARCHED, 

WAS NOT. 


ADMITTED TO HAVING PREVIOUS POSSESSION OF DYNAMITE. NO 


FURTHER INFORMATION DEVELOPED 

A COMPUTERIZED REVIEW OF 

INFORMATION IDENTIFIABLE WITH 

, AND 

CASE CLOSED. 

FILES FAILED TO REFLECT ANY 

! AND 

A REVIEW OF TIS AND 

rn 

REFLECTED PHOENIX FILE 117-69-82 AND 

83 FOR ONE 

akaI " ll S 




NEGATIVE FOR 


AND 


OADR ' 
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AIRTEL 


5/23/88 



irector, FBI 
SACy-OPhoenix (100A-8771) 


V" 

EARTH FIRST? 

"D0MES-TTC SECURITY/TERRORISM (DS/T) 
00: PHOENIX 


In conjunction with Behavioral Science Services (BSS), the 
Institutional Research and Development Unit (IRDU), Training Division 
(TD), FBI Academy, is conducting a study of the effectiveness of 

| as an inve nt-iff a-Hir a .aid. Efforts are aimed at determining 
the extent to which provides assistance in the investigation 

of various cases. 


BSS has identified captioned case whereiq 
Therefore, enclosed is a sijtvpv fnm; to be used in 


was used, 
specific 


uzm to be used in reporting 

data regarding your use of |_| Please complete the enclosed 

survey form, DO-87 (4/1/86), and return to IRDU, TD, FBI Academy. 


Enclosure 
SEMrvla (4) 




Exec AD Adm. . 
Exec AD Inv. _ 
Exec AD LES _ 
Asst. Dir.: 

Adm. Servs. _ 

Crim. Inv. _ 

(dent. _ 

Insp. _ 


Intel I. . 

Lab. _ 


Legal Coun. . 
Off. Cong. & 
Public Affs. 
Rec. Mgnt. 
Tech. Serv: 
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TRANSMIT VIA: 

□ Teletype 

□ Facsimile 
[jC Airtel 


PRECEDENCE: 

□ Immediate 

□ Priority 

□ Routine 


CLASSIFICATION: 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 

Date 2/23/88 


TO: DIRECTOR, - 

(ATTN: SSA 

COUNTER TERRORISM SECTION, 

DS/T UNIT, ROOM 5200) 

FROM: SAC, PHOENIX (100A-8771)(P) 

SUBJECT:C^^ARTH FIRST} 

ds7tt“- 

OO: PHOENIX 

(PI INITIATED 1/26/88. 

EXPIRES 4/24/88) 

Re Bureau teletype to Phoenix dated 2/5/88 

As requested in referenced teletype, t he ft 
a b rief synopsis of a taped conversation betweenl 
and I 

occurred on I I 



which 



JZ/-' - Bureau 
2 - Phoenix 
(4) PM*|: tc 


Approved: 


I ■ ! \l I 


Jill 



Transmitted 


/* a a n » ip**. « » a ^ J ~ Jr J 


(Number) (Time) 



(i\t y f gj’L (|'V(j f V ' i 

tt UTEAlMi—BYJit 


7 JftM 4 B89 WoJWiln-sfr 


*U^/GPa 1987 — 181-/ 


m ya 





PX 100A-8771 
PMC: tc 


As illustrated in the above synopsis, this taped conver¬ 
sation is considered by Phoenix Division to be valuable regarding 
captioned investigation, and provides further immediate investiga¬ 
tive direction. 

Information for the Bureau.I~ I has been teleohoni 

callv contacted bvj^_ 

| Con- 

sultation with AUSA ROGER W. DOKKEN, Phoenix, Arizona, on 2/16/88, 
rovided the "leaal boundries" as to what extent the source could 


Phoenix Division will keep FBIHQ apprised of the situa 








LV00007 

RR HQ AQ BT DN LA PX PD SC SU SD SF 
DE LV 

R 030110Z MAR 88 

FM: LAS VEGAS (100A-1714) (P) 

TO: DIRECTOR (ROOTINE) 

ALBUQUERQUE (ROUTINE) 

BUTTE (ROUTINE) 

DENVER (ROUTINE) 

LOS ANGELES (ROUTINE) 

PHOENIX (100A-8771) (ROUTINE) 
PORTLAND (ROUTINE) 

SACRAMENTO (ROUTINE) 



SALT LAKE CITY (ROUTINE) 
SAN DIEGO (ROUTINE) 

SAN FRANCISCO (ROUTINE) 
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page TWO 100A-1714 (S E 


THIS COMMUNICATION IS CT. A S S T-f^LED " SEC R K T" . .I ^ ^T^^gjaJ.T-RE.TY . 
PI INITIATED JANUARY 26, 1988, TO EXPIRE.APRIL 24, 1988. 
-RE PHOENIX TELETYPE TO THE BUREAU, FEBRUARY 26, 1988; 

AND PHOENIX TELETYPE TO THE BUREAU, MAY 22, 1986, CAPTIONED 

"UNSUB(S); SABOTAGE OF TRANSMISSION LINES CONNECTED TO PALO 
VERDE NUCLEAR GENERATING STATION (PVNGS); ATOMIC ENERGY 
ACT-SABOTAGE, 00: PHOENIX". 


LAS VEGAS INDICES WERE NEGATIVE REGARDING 





AND 

1 


LAS VEGAS 105B-2114 (CLASSIFIED "S^g^ET") SET FORTH 
FOLLOWING INFORMATION ON CAPTIONED ORGANIZATION FROM A ' 
"GRASSROOTS PEACE DIRECTORY," WESTERN AREA DATED JANUARY 1987: 
EARTH FIRST - NEVADA OFFICE 
ELY, NEVADA 89301 - 

(602) 622-1371 (TUCSON, ARIZONA OFFICE) (JUNE 23, 1986) 

CO'S SERVED: STATEWIDE, NATIONWIDE 

AREA SERVED: UNITED STATES 

PROGRAM FOCUS: PRIMARILY OTHER THAN PEACE 

PRIMARY ISSUES: NO NEVADA 
OPERATION: PUBLIC EDUCATION 




RESOURCES: NEWSLETTER 

ORGANIZATION: 

STAFF: VOLUNTEERS 

LIST MAINTAINED BY: COMPUTER 

BUDGET: $0 - $4,999.00 

DESCRIPTION: EARTH FIRST< IS A RADICAL DECENTRALIZED 

ENVIRONMENTAL MOVEMENT. THEY HAVE NO FORMAL STRUCTURE.'. THE 
MOVEMENT INCLUDES ANONYMOUS ENTITIES SUCH AS LOCAL EARTH FIRST 
(EF) CHAPTERS, THE EF FOUNDATION; AND THE EF< JOURNAL. SOME 
LOCAL EF GROUPS PARTICIPATE IN PEACE PROTESTS. THE EF JOURNAL 
OCCASIONALLY PRINTS ARTICLES OR NEWS ITEMS ON NUCLEAR ISSUES. 

PHOENIX TELETYPE TO BUREAU. DATED MAY 22, 1986, SET FORTH 

THE FOLLOWING ON PAGE TWO: "ORGANIZATIONAL LITERATURE 
INDICATES THEY" (REFERRING TO "EARTH FIRST") "HAVE ALSO BEEN 
ACTIVE IN SALT LAKE CITY, ALBUQUERQUE, AND LAS VEGAS DIVISIONS. 

PHOENIX AT PHOENIX, ARIZONA: WILL PROVIDE LAS VEGAS 
WITH ORGANIZATIONAL LITERATURE RELATIVE TO LAS VEGAS DIVISION 
EARTH FIRST-NEVADA GROUP AS LAS VEGAS HAS NOT YET IDENTIFIED 
ANYONE WITH NEVADA CHAPTER OF THIS GROUP. 

LAS VEGAS AT ELY, NEVADA: WILL CONTACT LOGICAL SOURCES 



PAGE FOUR 100A-1714 (S E 


T) 


FOR INFORMATION RELATIVE TO EF AND THOSE ASSOCIATED WITH 
THIS GROUP IN NEVADAi 


• M ./L S.STFTEJ1 P.V -g ■ 4VF r T. A , j. I FT \ J ■»! 


Ni 




PHOENIX DIVISION HAS RECEIVED INFORMATION THAT SOMETIME ON 


OR AROUND APRIL 18, 1988, A SANTA FE, NEW MEXICO SHERIFF'S OFFICE 

COMPOUND WAS FORCEABLY ENTERED AND SEVERAL U.S. FOREST SERVICE 
VEHICLES WERE SEVERELY VANDALIZED. THIS INFORMATION WAS RECEIVED 
BY PHOENIX FBI INDIRECTLY THROUGH A COMMUNICATION ISSUED BY THE 
SANTA FE NATIONAL FOREST ADMINISTRATION OFFICE. FOREST' SERVICE 

/OD-V-97&L-I y 

VEHICLES INSIDE THE COMPOUND SUSTAINED THE FOLLOWING DAMAGES: 


BROKEN WINDOWS, REMOVAL OF BATTERIES, REMOVAL OF TIRES, SPRAY 


71 MAY g 






6 | ? 





% 
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PAGE TWO DE PX 0007 UNCflffS 
PAINTING OF VEHICLES, REMOVAL OF A FOREST SERVICE RADIO, SPRAY 

PAINTING OF THE WORDS "DAMAGE INC." ON AT LEAST ONE FOREST 
SERVICE VEHICLE HOOD. 

FOREST'SERVICE PERSONNEL INVESTIGATING THE INCIDENT LOCATED 
A NEATLY PLACED EARTH FIRST POSTER ON A BULLETIN BOARD IN FRONT 
OF THE OFFICE LOCATED INSIDE THE COMPOUND WHICH ILLUSTRATED A 
FOREST SERVICE FIGURE HOLDING A CHAIN SAW IN HAND CUTTING TREES. 
WORDING ON THE POSTER INVITED THE GENERAL PUBLIC TO ATTEND A 
DEMONSTRATION TO BE HELD ON APRIL 21, 1988, AT THE SHERIFF'S 

OFFICE IN SANTA FE. 

IT IS POSSIBLE THAT THIS ACT OF VANDALISM/SABOTAGE WAS 
COMMITTED BY MEMBERS OF THE EARTH FIRST ENVIRONMENTAL 
ORGANIZATION. PHOENIX DIVISION IS CURRENTLY CONDUCTING 
INVESTIGATION PERTAINING TO HISTORICAL AND CURRENT CRIMINAL 
CONSPIRACIES COMMITTED BY PARTICULAR EARTH FIRST MEMBERS. A 
CONFIDENTIAL SOURCE OF THE PHOENIX DIVISION HAS TRAVELED TO THE 
SANTA FE, NEW MEXICO AREA TO MEET WIThI 


OF SANTA FE, NEW 


MEXICO, A VERIFIED EARTH FIRST MEMBER. SOURCE ALSO MADE AN 
ATTEMPT TO CONTACT 


OF ALBUQUERQUE, NEW MEXICO, TO 


OBTAIN INFORMATION REGARDING CRIMINAL ACTS WHICH MAY HAVE BEEN 
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COMMITTED BY EARTH FIRST MEMBERS AS A RESULT OF THEIR 
PHILOSOPHICAL BELIEFS. SOURCE WAS UNABLE TO DISCERN ANY 
INFORMATION WHICH CONNECTE 
ACTIONS COMMITTED IN THE ALBUQUERQUE DIVISION AND CONTINUES' IN 
EFFORTS TO OBTAIN INFORMATION PERTAINING TO SUCH. 

.ALBUQUERQUE DIVISION AT ALBUQUERQUE, NEW MEXICO. OBTAIN AND 
FORWARD INVESTIGATIVE REPORTS FROM LOCAL LAW ENFORCEMENT 
AUTHORITIES INVESTIGATING THE SABOTAGE OF FOREST SERVICE VEHICLES 
AS REPORTED SUPRA. 

PHOENIX DIVISION AT PHOENIX, ARIZONA. WILL APPRISE 
ALBUQUERQUE OF ANY INFORMATION DEVELOPED PERTAINING TO THE 
SABOTAGE OF THE FOREST SERVICE VEHICLES OR ANY OTHER CRIMINAL 
ACTIONS WHICH MAY HAVE BEEN COMMITTED BY RADICAL EARTH FIRST 
MEMBERS. 

BT 
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S3 (Sev. 4-26-78) 
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DATS 

* FEBRUARY M-. nflfl 


33 ^;; e>* 

fSyYvVSV "S'X * V :XX.X': ■ 


CLASSIFICATION 

UNCLAS 


■ PUSCEDENCt 

PRIORITY 



.V." 

?m iFM DIRECTOR^ FBI 

to :T 0 FBI PHOENIX (10DA-fl771) (S<3UAD 3) PRIORITY 

Ibt 

r 

..am 

ftp 

l !EARTH FIRST-7 DOMESTIC SECURITY/TERRORISM (DS/T) i 00: PHOENIX 

| 

12 ! ;_ PRELIMINARY INQUIRY (PI) INITIATED ON JANUARY Bbi nflA, TO 

l 

1EXPIRE APRIL 2M7 nflfl. 

REFERENCE BUREAU AIRTEL TO PHOENIX DATED JANUARY 2^7 nflfli 

DS/T UNIT7 FBIH(3 TO 


10 L 


'AND BUREAU TELCAL FROM SSA 

r 

SSA 


PHOENIX DIVISION ON JANUARY 2^7 nfifl. 


! IN REFERENCED BUREAU AIRTEL 7 AUTHORIZATION WAS GRANTED TO 

6 ;phoenix division to consenually record conversations between a 

PHOENIX SOURCE AND SPECIFIED MEMBERS OF THE CAPTIONED GROUP FOR 

Jthirty days, phoenix has indicated that these recordings may 

PRODUCE EVIDENCE THAT CERTAIN MEMBERS OF THIS GROUP COMMITTED 
CRIMINAL ACTS TO BRING ABOUT SOCIAL CHANGE AND BOOSTER THE 




POLITICAL GOALS PROFESSED BY THIS GROUP- 








s 


AS DISCUSSED IN THE REFERENCED TELCAL-. THAT DURING THE PI OF 
THE CAPTIONED GROUP-. THE SOURCE AND THE INVESTIGATION SHOULD 
FOCUS ON THE MEMBERS OF THE GROUP WHO ARE BELIEVED TO BE INVOLVED 
IN CRIMINAL ACTIVITY-. AND NOT INDIVIDUALS-. WHO MAY IN FACT ONLY 
BE EXERCISING THEIR FIRST AMENDMENT RIGHTS UNDER THE CONSTITUTION 
OF THE UNITED STATES- 

PHOENIX SHOULD ENSURE THAT ALL AUXILLARY OFFICES ARE AWARE 
OF THE INSTRUCTIONS BY FBIHfl- PHOENIX IS ALSO INSTRUCTED TO 
ADVISE FBIHfl ON A TIMELY BASIS THE RESULTS OF ANY AND ALL 
RECORDINGS BETWEEN THE PHOENIX SOURCE AND THE MEMBERS OF THE 
CAPTIONED GROUP- 
BT 





NOTE: THIS COMMUNICATION INSTRUCTS THE PHOENIX DIVISION THAT 
WHEN RECORDING CONSENUAL CONVERSATIONS BETWEEN A PHOENIX SOURCE 
AND CERTAIN MEMBERS OF THE CAPTIONED GROUP-, THAT THE FOCUS OF THE 
INVESTIGATION SHOULD PERTAIN TO CRIMINAL ACTS COMMITTED BY 
MEMBERS OF THE GROUP-, AND THAT INVESTIGATION SHOULD NOT BE 
INITIATED NOR CONDUCTED ON MEMBERS OF THE GROUP WHO ARE NOT 
BELIEVED TO BE INVOLVED IN CRIMINAL ACTIVITY- 


3 
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DE PX #0012 0570047 
ZNY.EEEEE v~ - 

P 260341Z FEB 88 
FM PHOENIX (10 0A-8 7 71 ) (P) 

TO DIRECTOR, FBI (PRIORITY) 
(ATTN: I 


- - \ 
be 

b!C 


c 


DOMESTIC SECURITY/TERRORISM UNIT 


COUNTER TERRORISM SECTION, ROOM 5214) 
ALBUQUERQUE (PRIORITY) 

BUTTE (PRIORITY) 

DENVER (PRIORITY) 

LAS VEGAS (PRIORITY) 

LOS ANGELES (PRIORITY) 

PORTLAND (PRIORITY) 











PAGE TWO D'E PX 0012 UNCLAS E F T O 
SEATTLE (PRIORITY) 

BT 

UNCLAS E F T O 

' a 

S^EARTH F 

PI INITIATED 1/26/88, EXPIRES 4/24/88. 

RE PHOENIX AIRTEL TO THE DIRECTOR, DATED 2/23/88 AND TELCAL 

- 1 be 

FBIHQ TO SSA |_|pHOENIX ON b7C 

2/23/88. 

INFORMATION FOR RECEIVING OFFICES, A PRELIMINARY INQUIRY WAS 
INITIATED RE CAPTIONED ORGANIZATION, EARTH FIRST, WHICH HAS BEEN 
IDENTIFIED AS A GROUP OF TWO OR MORE PERSONS WHO ARE ENGAGED IN 

# 

AN ENTERPRISE FOR THE PURPOSE OF FURTHERING POLITICAL AND/OR 
SOCIAL GOALS, WHOLLY OR IN PART, THROUGH ACTIVITIES THAT INVOLVE 
FORCE OR VIOLENCE AND ARE IN VIOLATION OF THE CRIMINAL LAWS OF 
THE UNITED STATES. TO DATE, PHOENIX DIVISION HAS IDENTIFIED THE 



OF 2 


IRST; DS/T; 00: PHOENIX 


FOLLOWING'INDIVIDUALS AS BEING ACTIVE MEMBERS OF EARTH FIRST; 1. 



THIS INVESTIGATION WAS PREDICATED -UPON THE RECEIPT OF A 


tr tf 

<1 <J\ 
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COMPLAINT FROM THE COCONINO COUNTY SHERIFF'S OFFICE, FLAGSTAFF, 
ARIZONA, ON 11/9/87, WHICH STATED THAT THE FAIRFIELD SNOW BOWL, A 
FLAGSTAFF AREA SKI RESORT, HAD RECEIVED AN EXTORTION LETTER IN 
THE UNITED STATES MAIL WHICH ADVISED THAT EXTENSIVE DAMAGE HA'D 
BEEN DONE'TO THE CABLES SUPPORTING THE CHAIR LIFT AT THE RESORT. 
THE LETTER IMPLIED THAT FURTHER DAMAGE WOULD BE DONE TO THE 
FACILITY IF THE TREES WERE NOT ALLOWED TO GROW BACK AND IF SKI 
OPERATIONS IN THE AREA W.ERE NOT DISCONTINUED. TWO LETTERS WERE 
RECEIVED WHICH PROMPTED THE INSPECTION OF THE CHAIRLIFT AND 
CABLES. THE INSPECTION REVEALED THAT THE BOLTS WHICH ANCHOR THE 
PYLONS SUPPORTING THE CABLE AND LIFT CHAIRS HAD BEEN CUT WITH A 
TORCH. IF UNDETECTED, THE DAMAGE WAS SUFFICIENT ENOUGH TO CAUSE 
THE CHAIR LIFT TO FALL, RESULTING IN DEATH TO THE PERSONS IN THE 
CHAIRS. THE CHAIR LIFT HAD A MAXIMUM CAPACITY OF 900 PERSONS AND 
THE COST OF REPAIRING THE CHAIRLIFT WAS $20,000. 
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>2 

b7D 


b2 

b6 

b7C 

b7D 


APPROXIMATELY 42 MILES WEST OF PHOENIX, ARIZONA, SUFFERED 
SIMULTANEOUS DESTRUCTION OF THREE INCOMING POWERLINES AT THREE 
DIFFERENT LOCATIONS, APPROXIMATELY 10 TO 15 MILES APART. ALL 
THREE OF THE INCIDENTS HAPPENED ONLY MINUTES APART AND THE MODUS 
OPERANDI WAS THE SAME. THIS CASE WAS OPENED ON 5/16/86, AND IS 

~1 TITLED, 


STILL PENDING, BEING INVESTIGATED UNDER 
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"UNSUBS, SABOTAGE OF TRANSMISSION LINES CONNECTED TO PALO VERDE 
NUCLEAR GENERATING STATION (PVNGS); AEC; 00: PHOENIX." IT IS 

NOTED THAT PVNGS IS THE LARGEST NUCLEAR GENERATING STATION IN THE 
UNITED STATES AND THE SECOND LARGEST IN THE WORLD. IT SHOULD 
ALSO BE NOTED THAT THIS ACT RESULTED IN A POWER FAILURE AT PVNGS, 

THE TOTAL LOSS TO THE OWNERS OF THE STATION TOTALLED $1,260,000. 

. _ be 

THE INCIDENT WAS DESCRIBED By|_ NUCLEAR b7C 

REGULATORY COMMISSION, AS THE MOST SERIOUS ACT EVER PERPETRATED 
AGAINST A NUCLEAR GENERATING PLANT IN THE UNITED STATES. 

INVESTIGATION TO DATE CONDUCTED BY THE PHOENIX DIVISION HAS 
DEVELOPED NO SUBJECTS, ALTHOUGH INVESTIGATION HAS FOCUSED ON 
EARTH FIRST SINCE ITS INCEPTION. 

ANALYSIS OF INFORMATION REPORTED SUPRA AND OTHER INFORMATION 
OBTAINED THROUGH INVESTIGATION IN THE PHOENIX DIVISION INDICATES 
THAT MEMBERS OF EARTH FIRST ARE TO BE CONSIDERED PRIMARY SUBJECTS 
IN NOT ONLY THE SABOTAGE OF THE PVNGS, BUT THE SABOTAGE OF OTHER 
PROPERTIES AND/OR EQUIPMENT CONSIDERED TO BE DAMAGING TO THE 

b2 

_ b7D 

BT 
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INBOX.79 (#7292) 


•* •• 


TEXT: 

VZCZCPX0013 

PP HQ AQ' BT DN LV LA PD SC SU SD SF 
DE PX #0013 0570058 
ZNY EEEEE 
P 260344Z FEB 88 
FM PHOENIX (100A-8771) (P) 

TO DIRECTOR, FBI (PRIORITY) 

(ATTN: 


DOMESTIC SECURITY/TERRORISM UNIT, 


COUNTER TERRORISM SECTION, .ROOM 5214) 
ALBUQUERQUE (PRIORITY) 

BUTTE (PRIORITY) 

DENVER (PRIORITY) 

LAS VEGAS (PRIORITY) 

LOS ANGELES (PRIORITY) 

PORTLAND (PRIORITY) 

SACRAMENTO (PRIORITY) 

SALT LAKE CITY (PRIORITY) 

SAN DIEGO (PRIORITY) 

SAN FRANCISCO (PRIORITY) 
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b7C 
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HEREIN IS UNCLASSIFIED 
PATE JtfM _ 




# * 
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SEATTLE (PRIORITY) 

BT 

UNCLAS E F T 0 
SECTION 2 OF 2 

EARTH FIRST; DS/T; 00: PHOENIX 


b2 
b6 ' 
b7C 
b7D 


LEADS: 

RECEIVING OFFICES ARE REQUESTED TO SEARCH INDICES RE EARTH 

first |~ | 


b6 

b7C 

b7D 
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I 


RECEIVING OFFICES ARE ALSO REQUESTED TO CONTACT LOGICAL 
SOURCES OF VALUE AND FURNISH DESCRIPTIVE DATA OF ANY INCIDENTS 
WHEREIN SUBJECTS ARE SUSPECTED OR KNOWN TO BE MEMBERS OF EARTH 
FIRST. ' 

PHOENIX AT PHOENIX,„ARIZONA, INVESTIGATION CONTINUING. 

b2 

___ b7D 
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ROUTINE 


FM DIRECTOR-. FBI 

TO FBI FBI LAS VEGAS (1DDA-171M) ROUTINE 

FBI ALBUflUERflUE ROUTINE 

FBI BUTTE ROUTINE 

FBI DENVER ROUTINE 

FBI LOS ANGELES ROUTINE 

FBI PHOENIX ROUTINE 

FBI PORTLAND ROUTINE 

FBI SACRAMENTO ROUTINE 

FBI SALT LAKE CITY ROUTINE 

FBI SAN DIEGO ROUTINE 

FBI SAN FRANCISCO ROUTINE 

BT 

JJN.C-LAS-^ 

/''EARTH FIRSTi DOMESTIC SECURITY/TERRORISM (DS/T)i 00: PHOENIX 
RE LAS VEGAS TELETYPE TO FBIHQ DATED MARCH ?-, nfifi. 

RE TELETYPE REQUESTED FBIHfl TO CONDUCT INDICES CHECKS AND 


1 

1 

1 


W/ 






3/15/flfl S5DD 



1© APR 

SEE NOTE'.PAGE 3 



HEREIN is unclass 



XI JAN 10 1989 
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A REVIEW OF BUFILE 117-3147 (PX FILE 117-LT) CAPTIONED 
"UNSUBSi SABOTAGE OF TRANSMISSION LINES CONNECTED TO PALO VERDE 
NUCLEAR GENERATING STATIONS-. JUNE 3-. nflb" MAKES REFERENCE TO ONE 

DOB: 


WAS 


IDENTIFIED AS A SUSPECT OF THE SABOTAGING INCIDENT AT PALO VERDE. 

A SEARCH OF BUREAU INDICES FOR ANY INFORMATION IDENTIFIABLE 
WITH OR 


PROVED NEGATIVE. 


PHOENIX DIVISION IS REQUESTED TO PROVIDE LAS VEGAS DIVISION 
WITH COMPLETE INFORMATION REGARDING 


INVOLVEMENT IN THE 


PALO VERDE INCIDENT TO DETERMINE IF HE IS IN FACT THE SAME 
INDIVIDUAL MENTIONED IN REFERENCED LAS VEGAS TELETYPE- 


b2 

b6 

b7C 

b7D 


be 

b7C 


b6 

b7C 


BT 







NOTE: THIS TELETYPE ADVISES LAS VEGAS OF THE RESULTS OF BUREAU 
INDICES CHECKS CONDUCTED ON INDIVIDUALS MENTIONED IN REFERENCED 
LAS VEGAS TELETYPE. 
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TEXT: CLASS = _ 
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IT IS UNKNOWN IF THE ABOVE ACT OF SABOTAGE AND/OR]_ 

ARE RELATED-TO EARTH FIRST. 

REQUEST OF THE BUREAU - 

THE BUREAU IS REQUESTED TO CONDUCT INDICES CHECK ON 


LEADS - . 



b6 

b7C 


.b6 

b7C 


PHOENIX DIVISION 

AT PHOENIX, ARIZONA - WILL CONDUCT INDICES CHECK ON 
AND CONTACT LOGICAL SOURCES FOR INFORMATION 

SABOTAGE IN GARFIELD COUNTY, AND POSSIBLE 


b6 

b7C 


RELATIVE TO 


ASSOCIATION WITH EARTH FIRST. 

SALT LAKE CITY DIVISION - 

AT SALT LAKE CITY, UTAH - WILL CONDUCT INDICES CHECK ON 
AND CONTACT LOGICAL SOURCES FOR INFORMATION 

SABOTAGE IN GARFIELD COUNTY, AND POSSIBLE 


RELATIVE TO 


ASSOCIATION WITH EARTH FIRST. 
—6 —BY -6—— DECLT --■ 


bo 

b7C 


BT 

#0034 


NNNN 




i 




FM FBI SAN FRANCISCO (100A-80393)(P)(SQD 13) 
TO DIRECTOR FBI/PRIOR ITY/ 

FBI PHOENIX (100A-8771 )/PRIORITY/ 

FBI LAS VEGAS (1 0OA-1 7 1 4)/PR I OR IT Y / 

X 

BT 



UNCLAS 


CITE: //3790// 


PASS: HQ FOR 


OE-12& l00- 



DOMESTIC SECURITY/TERRORISM UNIT, 


COUNTERTERRORISM SECTION, ROOM 5214) 





















CCp / 

\ Federal Bureau of Investigation 

lassJUt aMP5 „ . \ 

^C'DjL_U-, FroimUSAGr "^ PBOg-AU*- 

5 EC ^ ^UL To: DIRECTOR, FBI 

f Attn: ELSUR Index 


AIRTEL 


Date: 3/2\/SX 


Subject. E-Ar^sT H F v. fc.ST 3 

O^/Tj 

0 0 \ f)C 


Re PHog-Aiv/- TE-k to FBIHQ dated */^' 7 + ^*/gg and 

Bu A-t^TS-L. _ to P dated l - S°t- y ? captioned 

as above. 


NOTE: If no confirming communication received from FBIHQ in response to 
your request for use of a nontelephonic consensual monitoring device, mark below: 

_No confirming communication received from FBIHQ to date. 


ReCommunication(s) requested/granted: 




Routine authority. 
Emergency authority. 


The following information relates to the use of the equipment: 


✓1 Its use provided information which corroborated or assisted in 
corroborating the allegation or suspicion. 

_It was used, but no information of value was obtained. 

_It was not used. 

(Only one of the above applies) 




Complete and submit within 30 days of expiration of each and every period 
of authorization granted for nontelephonic consensual monitoring by either the DOJ or 
FBIHQ-CID (whether an initial or a subsequent authorization), and for each extension 
or renewal thereof. 


< 3 * 3 — 


Transmit to FBIHQ in a sealed brown envelope labeled "Director, FBI, ELSUR 
Index, FBIHQ." 



Bureau 

1 - /oo A~ /77/ (Field Office Investigative File) 

1 - 6 -/©?£■/? (Field Office Control File) 



FBI/DOJ 




f fci '^Tvrfi^R. 


'00 2~" •■ fF ST!- , JAT|0N 
" '■ •:.T-RCE 


INBOX 
TEXT : 

vzczq 

RR HQ PX 

DE PD #0002 0701938 
ZNY SSSSS 
R 101929Z MAR 88 
FM PORTLAND (100A-15105) RUC 
TO DIRECTOR, FBI ROUTINE 
PHOENIX (100A-8771) ROUTINE 
BT 
S E 

ATTENTION 


11 Ma iik-gtj 

OF J aJ c— r ,';•••■ -U 




DOMESTIC SECURITY/TERRORISM, COUNTER' 


TERRORISM SECTION, ROOM 5214 

fQ 

VEARTH FIRST;f PS/T; 00: PHOENIX 

RE PHOENIX TELETYPE TO DIRECTOR, FBI, AND RECEIVING OFFICES 
DATED FEBRUARY 26, 1988. 


PORTLAND INDICES NEGATIVE REGARD IN G| 

I ~ 


be 

b7C 


] 


1 


PORTLAND INDICES CONCERNING EARTH FIRST REVEAL THAT DURING. 



JULY, 1 983, EARTH FIRST, ALONG. WITH A LOCAL SOUTHERN OREGON GROUP 
HAVE CONDUCTED VARIOUS NON-VIOLENT DEMONSTRATIONS IN BLOCKING.IS 1918 

# 3 ./? 7/j 



% 

MAR 0219*) 








PAGE TWO DE PD .0002 
CONSTRUCTION OF,A ROAD IN JOSEPHINE COUNTY, OREGON. 

SINCE APRIL, 1983, 45 ARRESTS OF PROTESTERS ON MINOR CHARGES OF 

DISORDERLY CONDUCT AND CRIMINAL MISCHIEF OCCURRED CONCERNING THESE 
DEMONSTRATIONS. TACTICS OF THE PROTESTERS INCLUDE CARRYING PROTEST 
SIGNS, MEMBERS HANDCUFFING THEMSELVES TO CONSTRUCTION MACHINERY AND 
PROTESTERS PLACING THEMSELVES IN THE PATHS OF HEAVY MACHINERY IN 
ORDER TO DELAY AND BLOCK CONSTRUCTION. NO ACTIVE INVESTIGATION WAS 
CONDUCTED BY THE PORTLAND FBI DIVISION. 

PORTLAND SOURCES WERE UNABLE TO PROVIDE ANY 'POSITIVE 
INFORMATION CONCERNING SUSPECTED OR KNOWN MEMBERS OF EARTH FIRST. 

GY 3 *7 — DEC-L' ^e -M)R :-- 

BT 

#0002 


NNNN 




SSP 


•sRC^r. 

SBP- 

B»C 

INBOX.25 (#11210) 

TEXT: 

VZCZCPD0002 
RR HQ PX 
DE PD #0002 0701938 
ZMY SSSSS 
R 101929Z MAR 88 
FM PORTLAND (100A-15105) RUC 
TO DIRECTOR, FBI ROUTINE 
PHOENIX (1 0 0A-87 71) ROUTINE 





DOMESTIC SECURITY/TERRORISM, COUNTER 


& 


TERRORISM J3ECTION , ROOM 5214 
\ ^EARTH FIRST^DS/T; 00: PHOENIX 

RE PHOENIX TELETYPE TO DIRECTOR, ,FBI, AND RECEIVING OFFICES 
DATED FEBRUARY 26, 1988. 



b7C 


PORTLAND INDICES CONCERNING EARTH FIRST REVEAL THAT DURING 

)0D-%!& 

JULY, 1983, EARTH FIRST, ALONG WITH A LOCAL SOUTHERN OREGON GROUP, 


-af 


• HAVE CONDUCTED .VARIOUS NON-VIOLENT DEMONSTRATIONS IN BLOCKING THE 





% 


r\ - v> 











PACE TWO DE PD 0002 p'E C\R E T 

CONSTRUCTION OF A ROAD IN JottiPHINE COUNTY, OREGON. 

SINCE APRIL, 1983, 45 ARRESTS OF PROTESTERS ON MINOR CHARGES OF 

DISORDERLY CONDUCT AND CRIMINAL MISCHIEF OCCURRED CONCERNING THESE 
DEMONSTRATIONS. TACTICS OF THE PROTESTERS INCLUDE CARRYING PROTEST 
SIGNS, MEMBERS HANDCUFFING THEMSELVES TO CONSTRUCTION MACHINERY AND 
PROTESTERS PLACING THEMSELVES IN THE PATHS OF HEAVY MACHINERY IN 
ORDER TO DELAY AND .BLOCK CONSTRUCTION. NO ACTIVE INVESTIGATION WAS 
CONDUCTED BY THE PORTLAND FBI DIVISION. 

PORTLAND SOURCES WERE UNABLE TO PROVIDE ANY POSITIVE 
INFORMATION CONCERNING SUSPECTED OR 'KNOWN MEMBERS OF EARTH FIRST. 

C3 : DECT, :OAJ 




BT 

#0002 


NNNN 



w w 


' ^ 


RF.Ct iW.t 


INBOX.177 (#5951) 

TEXT: 

VZCZCPXO018 


00iHQ1 

cw 

DE PX #0018 0810016 


!\i.s', 'it ... 

T tL~TY‘ Yu" I 

2ZMar 88 ,0 5 0 7 z 

FEDERAL BUREAU 
OF INVESTIGATION 


Mur 2?. 1 ^ 


CRIMK1M. ^r.r'BATION 
p,IVi£! '■ i ■ i ’• 1 ' - r ‘ * ■ ^ ■ 


AD fnv, ^ 
'C^OC23 e 
toc3.Cf.: W 

ftto.C3K3._gy^b( 
jl Cia. Ir.y 
ij 

j) Incp. 

I, 

jl txb., 

;i Logs! Cc'-'d. . 

!; C3?. Cry. a 

« CijX.T/'w'.'a. 

j! Esa 


I 

xls 

b6 

b!C 


v 

«/ 


J 


I.C3. Ucfcsi 0 j: 

j' el ate. _ _ „ r 

•i l"ujv. c-- , j ' 1 

fJtecCGrt CcoV. ='--=> |j 


COUNTERTERRORISM SECTION, 


Z.NY EEEEE 
i O^L0240Z MAR 88 
FM PHOENIX (100A-8771 SUB C) (P) 

TC^/DIRECTOlf (ATTN: SSA 

- DOMESTIC SECURITY/TERRORISM UNIT, ROOM 5214) (IMMEDIATE) 
BT 

F T 0 

DS/T; 00: PHOENIX 



b6 

b7C 



RE PHOENIX TELETYPE TO BUREAU DATED FEBRUARY 26, 1988. 
PURPOSE: IT IS,REQUESTED AN EXTENSION OF AUTHORITY BE 

^GRANTED TO UTILIZE AM ELECTRONIC DEVICE TO MONITOR AND/OR RECORD 
^PRIVATE CONVERSATIONS BETWEEN A CONFIDENTIAL SOURCE, 



I 


I 


(LNU) AND 


s 

3 c 

OTHERS YET UNKNOWN IN CONNECTION WITH THE DS/T MATTER. CURRENT 

’ fvvi 

\ AUTHORITY AUTHORIZED ON FEBRUARY 29, 1988 , AND EXPlMs MARCH *‘297 ® 


b6 

b7C 


* 





1988. 


CZ2> «r>n -n /i 


DETAILS: REQUEST DOES NOT REQUIRE DOJ APPROVAL. THE % 

NAMED INDIVIDUALS ARE ACTIVE MEMBERS OF AN ORGANIZATION 




16 APR 0 41988 


IS UNCLASSIFIED 
DATE L hto B Yffl 
^0bv&n/?fc'^BcGM 






PAGE TWO DE PX 0018 UNCLAS E F T 0 

IDENTIFIED AS EARTH FIRST, DEDICATED TO PRESERVING THE ECOLOGICAL 
STATUS OF THE EARTH. 



THE ELECTRONIC DEVICE (BODY RECORDER) WILL BE NEEDED TO 
GATHER EVIDENCE AND CORROBORATE INFORMATION. SOURCE WILL WEAR 
THE BODY RECORDER AND/OR TRANSMITTER AND WILL EXECUTE FD-473. 


SOURCE HAS FURTHER AGREED TO DISCLOSE HIS IDENTITY AND TESTIFY AT 
ANY FORTHCOMING JUDICIAL PROCEEDINGS. 

USA'S OPINION: AUSA ROGER W. DOKKEN, PHOENIX, ARIZONA, WAS 
APPRISED OF THE ABOVE FACTS AND CONCURS WITH THE CONTINUED USE OF 
THE ELECTRONIC DEVICE (BODY RECORDER) DURING SCHEDULED MEETINGS. 






* # 


i 



0 • 


V 


PAGE THREE DE PX 0018 UNCLAS E F T 0 

DOKKEN ADVISED THAT HE DID NOT SEE ENTRAPMENT AS AN ISSUE AND 
FURTHERMORE STATED THE RECORDINGS WOULD ILLUSTRATE THAT NO 
ENTRAPMENT EXISTS IF THE ISSUE WAS RAISED BY THE DEFENSE. DOKKEN 
ADVISED THAT THE RECORDING WOULD BE NECESSARY FOR THE SUCCESSFUL 
PROSECUTION OF THIS MATTER. 

ADMINISTRATIVE: REFERENCED SOURCE IS 

BT 

#0018 


h2 

b7D 


NNNN 




i 


* % 


AIRTEL 


3/22/88 


Director, FBI 

= SAC, Phoenix (100A-8771) (Squad 3) 


CM 


L_EARTH FIRSTS 

domestic: SECURITY/TERRORISM (DS/T) ; 

00: PHOENIX 

Preliminary inquiry initiated on January 26, 1988, to expire 
April 24, 1988. 

Re Phoenix teletype to the Bureau dated March 21, 1988. 

Pursuant to the provisions of Attorney General's Memorandum 
of November 7, 1983, to the Heads and Inspectors General of Executive 
Departments and Agencies, entitled "Procedures for Lawful, Warrantless 
Interceptions of Verbal Communications," authorization was granted on 
January 29, 1988, for the use of a transmitting and/or recording 
device. Authorization was for a period of 30 days beginning . 

January 29, 1988. An extension of 30 days is granted to continue the (^ 
use of a transmitting and/or recording device, commencing March 30, v 
1988, to expire April 29, 1988. 

You are to submit an FD-621 within 30 days of the expiration 
of this authorization furnishing information regarding use of this 
equipment in accordance with MIOG, Part II, Section 10-10.3(9). 

JO 

^ 32 In the event a renewal of this authority is deemed warranted, 

3 co submit your request with full justification at least seven days prior 
-! 03 to the expiration of the existing authority, in compliance with MIOG, 

? oc Part II, Section 10-10.3(9). 

S loo 

In addition, you should ensure that all persons reasonably ' 
identified as having been monitored are included in the field office 
and FBIHQ ELSUR indices (MIOG, Part II, Section 10-10.5). Strict— —■— r 
administrative controls must be established to ensure these'V 
requirements are met. c. . , . rtOC , 

APR 14 198® 

As you know, this equipment is to be used only when a 
emcadA dm.-consenting party is present. Bureau equipment should be affordedl':'-—•”- 
emc adTes ^ ap propriate security. You should keep the Bureau advised of pertinent 
A»st. oir.: developments. 



Crim. Inv._ 

Ident._ 

Insp. _ 

Intell-_ 

Lab. _ 

Legal Coun. _ 
Off. Cong. & 
Public Affs. 
Rec. Mgnt. _ 
Tech. Serve. _ 

Training _ 

Off. Liaison & 

Int. Affs. _ 

Telephone Rm. 
Director’s^ecy 


Attention: Phoenix Elsur Coordinator 


OTV 4 m 


-Mr. Pomerantz 


«m rfW 


1 h _ 1 — Ttsm, 

1 - Elsur Index, RMD // //P*^ 
1 r Consensual Monitoramg File 






w 




Airtel to Phoenix 
RE: EARTH FIRST; 

DOMESTIC SECURITY/TERRORISM (DS/T); 
00: PHOENIX 


NOTE: This airtel authorizes Phoenix Division a 30-day extension to 
consensually record conversations in the captioned matter. Authority 
commences March 30, 1988. Initial authorization was granted 
January 29, 1988, for 60 days. 



TO 

FROM 

SUBJECT 


TEUTONIC CONSENUAL MOI®ORIN<^ND GR CCTV 

Chief, Counterterrorism Section 3/ 22/88 

SSA I I _ r Domestic b7C 

Earth First; Domestic Se cur lty/Ter r orism; Terrorism 

00: Phoenix 


Attached communication f 


enix 


3/21/88 , requests Routine .f^Renew^ ^" Emergenc y ^Emergency 

authorization for th e~sVof »1 t el. SL ac J. L e ^. S 7, ’« 1 ° n ' 

private conversations. Authorization is for 30 days or 60* divs frS™-?. 
one), beginning on 3 30/88 Previous .utho?ny £,«.d « I""* 8 

and expires/expired on\_3/. 2p8 _. (Fill in blanks, if ap plicable. 


Emergency authority granted by 
to 


on 


1. The consenting party has: YES 

a. agreed to testify x 

b. executed the consent for* ~ 

2. Recording/transmitting device will x 

only be activated when the consenting — 
party is present 

3. Government attorney (in Judicial _x 

District where interception(s) will 

take place or who is designated for the 
investigation) sees no entrapment and 
approves of the use of this technique 
as being appropriate 


NO 


Subject(s) of this case are alleged to be involved in: 

E xtortion; Destruction of property - Energy Facility and other de scribed in 

~ ” ™ ™” ""” ^(nature Of violation) . * previous communic at ions . 


• 

The AG Memorandum of 11/ 7/83 on con sensual monitoring has been 
reviewed and this request does£does notKcircle one) require written 
authorization from the Department of Justice. (See attached checklist) 

Authorization to include the use of CCTV. (Yes/ftop If yes, 

AG Order 985-82 has been reviewed anduse of* CCTV does/does not (circle 
one) require D0J authority. (See attached) 


APPLICABLE ACTION MEMORANDUM FORMAT # IF DOJ AUTHORITY REQUIRED:_ 

APPLICABLE CONFIRMING AIRTEL FORMAT # IF DOJ AUTHORITY NOT REQUIRED:" 


1. (blit Chief 

2. “LCD_ 

3. Approved 





b6 

blC 


Jpriate^bi 


_ Section Chief 
nly in long-term investiga- 


•Note that 60 Jay authority is^pproj 

tions such as UCOs. , . 

** Review and concurrence by LCD is necessary if any of the seven instances 

SRUttoT iK approval exist m mm^mrnnhrn 

HEREIN IS UNCLASSIFIED 

Bureau file m atc L \')]G3 RY ZADJM ^ 


1 

1 

l 


- Tickler file 

- Consenual Monitoring File 


$$4 *i i o°r- 




r f 


• • 

THIS REQUEST bOF.S NOT REQUIRE 
DEPARTMENT OF JUSTICE BFCAUSE 


• • 

WRIITEN AUTHORIZATION 

(check appropriately): 


FROM THE 


it does not relate to an investigation of a member of 
Congress, a Federal Judge, a member of the Execu tive 
Branch at Executi ve Level TV or above, or a person who 

has served in such capacity within the p revious~two- 

years ; -—-—— 

it does not relate to an investigation of any public 

official and the offense investigated is not one-- 

involving bribery, conflict of interest, or extortion 

relating to the performance of ms or her official- 

duties; 


x _ it does not relate to an investigation of a Federal law 

enforcement officer; — -- 


_x_ the consenting or nonconsenting person is not a member 

of the diplomatic corps of a foreign country ; 

_x_ the consenting or nonccr.scnting person is hot or has not 

been a member of the Witness Security Program and that 
fact is known to the agency involved or its-officers; 

x _ the consenting or nonconsenting person is not in the 

cu stody of the Bureau of Prisons or the United States 
Birshals Service; 

x the Attorney General, Deputy Attorney General, Associate 
Attorney General, Assistant Attorney General for the 
Criminal Division, or the United States Attorney in the 
district where an investigation is being conducted has 
not requested the investigating agency to obtain prior 
written consent from DOJ for making a consensual 
Interception in a specific investigation . 


THIS REQUEST FOR USE OF CCTV DOES REQUIRE DOJ APPROVAL BECAUSE 
(check appropriately): 

Area to be Viewed - -Request includes use of CCTV to view 

—- the interior ot private premises or other area where a 

reasonable expectation of privacy otherwise exists, 
although a participant in the activity to be viewed 
has consented. 

Area to be Viewed - Request includes use of CCTV to view 

-— - the interior ot private premises or other area where a 

reasonable expectation of privacy exists, but a 
participant in the activity to be viewed has not 
consented and, therefore, requires DOJ authority and 
a court order . 

Camera Placement - Request includes placement of CCTV 

- to view the interior of private premises or other area 

where a reasonable expectation of privacy exists, but 
a participant in the activity to be viewed has not consented, 
and, therefore, requires DOJ authority and a court order . 













TEXT: 

CLASS 

VZCZCPX0005 jSECVD 



TEL 

••’ ,‘rMJ 

5ATIOH 


RR HQ LA SU 
DE PX #0005 1122309 
ZNR UUUUU 
R 212208Z APR 88 

FM SAC, PHO ENIX (100A-8771) (P) 

T 


JDIRECJJOR-rnf’BI (ATTN: 
ROOM 5214.) (ROUTINE) 


DS/T, COUNTERT 


LOS ANGELES (100A-87534) (CT-2) (P) (ROUTINE) 

SALT LAKE CITY (ROUTINE) 

BT 

TTNCLAS - 

7 -~ 

EARTH FIRSTj^DS/T? 00: PHOENIX. 

P.I. INITIATED 1/26/88; TO EXPIRE 4/24/88. 

RE LOS ANGELES TELETYPE TO DIRECTOR, ET AL, DATED, 4/12/88 
A REVIEW OF INDICES IN THE PHOENIX DIVISION REVEALS NO 

OR ANY SABOTAGE IN GARFIELD COUNTY, 



ENTRIES FOR 
UTAH. 


J00 




INVESTIGATION TO DATE IN THE PHOENIX DIVISION, CONCERNING 


j.iAv 


CAPTIONED MATTER, REVEALS NO ASSOCIATION BETWEEN 


b6 
\b7C — 



S ’ 8 m 




f 

ciWs 


t 


PAGE TWO DE PX 0005 UNClJIfS 
BEEN. VERIFIED BY THE PHOENIX DIVISION TO BE A MEMBER OF THE EARTH 
FIRST ENVIRONMENTAL ORGANIZATION, HOWEVER, REFERENCE WAS MADE TO 


:b6 

b7C 


THIS 


REFERENCE APPEARED IN THE FEBRUARY 2, 1988, EDITION OF EARTH 

FIRST, THE RADICAL ENVIRONMENTAL JOURNAL, WHICH IS THE NATIONAL 
PUBLICATION OF THE EARTH FIRST ORGANIZATION* THE EARTH FIRST 
JOURNAL REPORTED THAT I 


THE JOURNAL 


ALSO ALLEGES THAT 


WILDERNESS SUPPORT. 


BY CITIZENS WHO WERE OPPOSED TO HIS STANCES ON 
NAME HAS NOT BEEN DISCERNED IN ANY 


OTHER EARTH FIRST ORGANIZATIONAL LITERATURE OR ANY INFORMATION 
PROVIDED BY LOCAL LAW ENFORCEMENT AUTHORITIES, CONCERNING THE 
EARTH FIRST ORGANIZATION. 

PHOENIX WILL CONTINUE TO ADVISE L0S ANGELES UPON RECEIPT OF ; b6 

b7C 


ANY INFORMATION PERTAINING TO 


OR ANY ACTS OF 


SAGOTAGE POSSIBLY STEMMING FROM RADICAL ENVIRONMENTALISTS 
OCCURRING IN SOUTHERN UTAH, NEVADA, OR ARIZONA. 

BT 

#0005 


NNNN 






* 






INBOX.23 (#9676) 

? 

-Xa - ! • .,L BUREAU 

OF INVESTIGATION 

fZCSUOOOl 
RR HQ PX 

DE SU #0001 0912245 
ZNY CCCCC 
R 312330Z MAR 88 

FM SALT LAKE CITY (100A-11770) (RUC) 

ROUTINE 

■ ROUTINE 


XP^^DIRlJCTj 

PHOENIX (100A-8 7 7 1 ) 
BT 

C 0 N F^ JL, 

ATTENTIOn": 



DOMESTIC SECURITY/TERRORISM UNIT, 


COUNTER—IjERRORISM SECTION, ROOM 5214. 

-<31rTH FIRST^DS/T; 00:PX. 

--""RE’PXTEL TO DIRECTOR AND SU DATED 2/27/88 . 


|JSc3c^9Ato. B 

ij G^33 AD &3V. 
jjGsoo AD 
j Aesi Oi?.; 

>| Ab6 Sen.- 
\ Cb7C > , 
ii feSsnt, 

( ! - 

insan. — - 

| _, 

If Lo$z\ Coun.. 

S 0,7 Ccn3. a 

a;:3. c 
nee. r.:cn?; J 
Teel: Servo. c 





IC7 Lieie^n G ’ 

I frtt. AGo. _ 

TfetoSteaa Hm. ^ 
Dircciefo 




b7D 


b6 

b7C 


ADDITIONAL INFORMATION THAN PREVIOUSLY FURNISHED. NO FURTHER 




«• 

PAGE TWO DE SU 0001 C 0 I A L 

INFORMATION HAS BEEN REQUESTED OF SALT LAKE CITY, AND THIS MATTER 
WILL BE CONSIDERED RUC. 

£- £■¥^6=3=j—fr -Q S -n &££ . - 


BT 

#0001 


NNNN 




BT 

UNCLAS E F T 0 


ARTH FIRST; DS/T; 00: PHOENIX 

PI INITIATED JANUARY 26, 1988, TO EXPIRE APRIL 24, 1988. 
RE LAS VEGAS TELETYPE TO DIRECTOR, ET AL, DATED MARCH 11, 
1988 - ' 

INFORMATION DEVELOPED TO DATE RE CAPTIONED INVESTIGATION 
REVEALS NO INFORMATION PERTAINING TO AKAl 




PHOENIX WILL ADVISE UP,ON 

o t 


* l 


6 \ 


be 

blC 


RECEIPT OF ANY INFORMATION PERTAINING TO 


AKA 


"1 cz 


BT 

#0020 


8 


it 



1 (iiOLfwOlt 


NNNN 

&8 MAR 02 1989 


ESI 




I 


SSP 

CLASS 









/ 

INBOX.9 (#6363) 

TEXT: 

VZCZCDNOOl9 

RR HQ LV PX 

DE DN #0019 0770027 

ZNY EEEEE 

R 180127Z MAR 88 

FM DENVER (100A-12696)(P) 

TO DIRECTOR ROUTINE 
LAS VEGAS (10 0A-17 14) ROUTINE 
PHOENIX ROUTINE 
BT 

UNCLAS E F T 0 
ATTN : 



jiliaea AD hw. 

I'Sxao AD US 
(A3tl. Dir.: 

ACiTi. Sor' 

©risv 

lb:ni. 

:nc?- 
tr«S 5 l. 

• L3C£)6o; b7c 
j QJJ. ©CTVj- 
,[ A"3. 

■i *C3b ^u'l' 1 '3. ■ - * * 

"seining 
:'OJJ Lcbta j 

i ini. AWo- . • - 

iTc^sr-O r.m. .. . 
, 0 :; 3 nr£:''. 




DOMESTIC SECURITY/TERRORISM UNIT, COUNTER 


INTELLIGENCE SECTION, ROOM 5214. 

('EARTH TiRSt); DS/T; 00: PHOENIX 

PI INITIATED JANUARY 26, 1988 TO EXPIRE APRIL 24, 1988. 

RE LAS VEGAS TELETYPE TO THE BUREAU, MARCH 7 , 1 988^„ y 

■ /A/} 

FOR INFORMATION OF THE BUREAU, OTHER OFFICES, DENVER INDIC ES- , v 

NEGATIVE REGARDING 




AND 



] AKA; ET AL. DENVER SOURCES BEING SURVEYED AND 


POSITIVE RESULTS WILL BE FURNISHED RECEPIENTS. 
BT 

#0019 




* ^ ^ 
'Q n,j ,p • "" ... 

A At ^ 



J. ft fe-: • V * ’ : i " 



tj— r 


IS 








PtCDVEO 


SSR ’AKmSK 

TBEEST : N Njf 


CRIMjXAL "’.WF^TIG g*J» g 


V Z C Z C S D O 0 0 2MV'< Si v 


RR HQ PX 


DE SD #0002 0672041 


ZNY EEEEE 


R 072020Z MAR 88 


U r CE!VE^_ 


r EDL 
OF IHVE: 


FM FBI SAN DIEGO (100A-19894) (RUC) 


TO DIRECTOR FBI/ROUTINE/ 


FBI PHOENIX/ROUTINE/ 


b 6 e AD Adm. = 

; b7c ' 

H6«ec f.D 
Ussi.Olv. . 



tCiC-^v. f 

‘r.sp. ( — ■ 

- 

ICC-* " 

I Oii - 
Ft 
(RC U> ■ 

TC3'.- 

TfCir^- 

!i inl.AHo.^ 
||TslSpf>O no! 



UNCLAS E F T O 


CITE: //3780// 


PASS: FBIHO FOR 



DOMESTIC SECURITY/TERRORISM UNIT. 




SUBJECT s^H&ARTLH. JPIR S T;^D S/T; 00: PHOENIX* 


PRELIMINARY INQUIRY (PI) INITIATED JAN. 26, 1988, EXPIRES 


APR. 24, 1988. 


REFERENCE PHOENIX TELETYPE TO THE DIRECTOR, DATED FEB. 26, 


1 988. 


SAN DIEGO INDICES ARE NEGATIVE REGARDING EARTH FIRST, 


r -\- A n ~ 9 "" '« 




PAGE TWO DE SD 0002 UNCLAS E F T O ■ 

SAN DIEGO IS CURRENTLY UNAWARE OF ANY GROUPS ASSOCIATED WITH 
OR SIMILAR TO EARTH FIRST OPERATING IN THE SAN DIEGO AREA. THE 
SAN DIEGO POLICE DEPARTMENT (SDPD) CRIMINAL INTELLIGENCE UNIT AND 
THE SAN DIEGO COUNTY SHERIFF'S OFFICE (SDSO) SPECIAL 
INVESTIGATIONS UNIT WERE CONTACTED WITH NEGATIVE RESULTS 
REGARDING EARTH FIRST OR ANY OTHER SIMILAR ORGANIZATIONS IN 
SAN DIEGO COUNTY. 

INASMUCH AS THERE ARE NO FURTHER LEADS AT SAN DIEGO, THIS 
MATTER IS BEING CONSIDERED RUC'D. 

BT 
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INBOX.7 (#47 32) 

CLASS (N 

TEXT: SRC ' ^xC~Y ~ ^ 

SER Q\ TZ 

LVOU04 REC - 



RE HQ, AQ, BI, DN , LA, PX, PD , SC , SU , SD, SF 
DE LV 


ROUTINE 071 MAR 08 FM LAS VEGAS (100A-1714) (P) 
TO DIRECTOR (ROUTINE) 

"ALBUQUERQUE (ROUTINE) 

BUTTE (ROUTINE) 

DENVER (ROUTINE) 

LOS ANGELES (ROUTINE) 

PHOENIX (ROUTINE) 

PORTLAND (ROUTINE) 

SACRAMENTO (ROUTINE) 

SALT LAKE CITY (ROUTINE) 





_ > 


/ 



SAN DIEGO (ROUTINE) 


SAN FRANCISCO (ROUTINE) 







Tills COMMUNICATION IS CLASSIFIED " SECRET" IN ITS 


ENTIRETY. 

PI INITIATED JANUARY 26, 1988, TO EXPIRE APRIL 24, 

19 8 8 . 

RE LAS VEGAS TELETYPE TO BUREAU, MARCH 2, 1988. 

INVESTIGATION IN LAS VEGAS DIVISION RELATIVE TO 
CAPTIONED GROUP WITH P.O. BOX 235, ELY, NEVADA, DISCLOSED 
FOLLOWING: 

ON MARCH 8, 1988, DETECTIVE LIEUTENANT (DET. LT.) 

WHITE PINE COUNTY SHERIFF'S OFFICE, ELY, NEVADA, 

advised[ 


telephone number 


RENTED SOMETIME IN 1981-82 BY A (X) 
S SAN: 


V; £ k 


i . 


WYOMING DRIVER'S LICENSE NUMBER 



T ^^^MA^l ii [ T? 32. 


FORWARDED TO 


(REQUESTED HIS MAIL BE 
FOR A 


PERIOD OF TWO MONTHS FOLLOWING WHICH, THERE WAS NO 



Q.Z. 


b6 

b7C 

b2 


bo 

b7C 
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PAGE POUR (LV 100 A-1714) ( 

IS A SUSPECT RELATIVE TO SABOTAGE AT NUCLEAR PLANT OR 
SKI RESORT. 


INVESTIGATION CONTINUING AT LAS VEGAS. 




p'rOKiV tO 

' i-'RT 
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l\ U 
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...fill J 4 ' 

INBOX.23 (#4656) 




iiQti 


Ceived 

-'-RETYPE 

util I 


w n . * o 

i z H.V---6B 0 4 > 3 


TEXT : 


-.vjrnxiGATlOK C Q. ] 

vzczcsco^" :: "' :T:C£ 


RR HQ AQ BT DN LV LA PX PD SU SD SF 


cgp 

DE SC #0002 07 ITTy 05 


CLASS 

2NY SSSSS 

SER 

R 110556Z MARKS® 


ER l~' \ ) ^ 


FM SAC, SACRAMENTO (100A-8122)(RUC) 
TO DIRECTOR, FBI (ROUTINE) 

SAC, ALBUQUERQUE (ROUTINE) 

SAC, BUTTE (ROUTINE) 

SAC, DENVER (ROUTINE) 

SAC, LAS VEGAS (ROUTINE) 
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PAGE TWO DE SC. 0002 ST 
JRAGIL TWO SC 1OOA-8122 ^S^ET 

EARTH FIRS^) DOMESTIC SECURITY/TERRORISM; 00: PHOENIX. 

XjjJ-g- COiiMUSC lAilU iTTa CLASSIFIED 
PI INITIATED 1/26/88, TO EXPIRE 4/24/88. 

RE: PHOENIX TELETYPE TO THE BUREAU, DATED 2/26/88. 

FOR INFORMATION OF PHOENIX, SACRAMENTO INDICES SEARCH 
REVEALED SACRAMENTO FILES 254B-2 AND 254A-3 AS POSSIBLY BEING 
RELATED TO ABOVE CAPTIONED INVESTIGATION. A REVIEW OF ABOVE 
FILES REVEALED SACRAMENTO INVESTIGATION INTO THE DESTRUCTION OF 
POWER LINES IN NEVADA, PLACER AND MONO COUNTIES OF CALIFORNIA. 
PHOENIX DIVISION HAS BEEN ADVISED OF THE DETAILS OF SACRAMENTO'S 
INVESTIGATION VIA AIRTEL, DATED 8/24/87, TO PHOENIX UNDER CASE 
CAPTION, "UNSUBS; DESTRUCTION OF PG&E POWER LINES (FEEC), NEVADA 
AND PLACER COUNTIES; 6/10/87; DEF (A);" AND AIRTEL DATED 8/6/87, 
TO DIRECTOR UNDER CASE CAPTIONED, "UNSUB; DAMAGE TO FYLMAR-CELILO 
DIRECT CURRENT TRANSMISSION LINES, INDEPENDENCE, CALIFORNIA; 
7/31/37; DEF". 

SACRAMENTO IS CONSIDERING THIS MATTER RUC. 


BT-: - 5^-3; PRO- -SttS* 

,BT 
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FD-36 (Rev. 8-26-82) 


TRANSMIT VIA: 
□ Teletype 
SSP □ Facsimile 

rT.ASB JJ i TO - 

SRC'dUM- 

^-4— ^ 

rec _ L- 'fin 


PRECEDENCE: 

□ Immediate 

□ Priority 

□ Routine 


CLASSIFICATION: 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 

Date 5/24/88 


FROM : 


DIRECTOR, FBI 

ATTN: ELECTRONICS SURVEILLANCE UNIT 
TECHNICAL SERVICES DIVISION 

SAC, PHOENIX (100A-8771) (P) 


SUBJECT: DEARTH FIRST) 

D05iE^15 T!E gKIJRITY/TERR0RISM 
00: PX 

Enclosed under separate cover for the attention of the Electronic 
Surveillance Unit is one | | tape which is in a FD 504 showing chain of 

custody. Enclosure is original evidence and the chain of custody is to be 
maintained and recorded on the FD 504. 

Electronic Surveillance Unit is requested to attempt to correct 
the audio which is distorted in sections of the tape in order that the 
recording will be suitable for transcription and playback. Please provide 
the Phoenix Division with an enhanced cassette copy. 


If any questions she 
evidence, please contact Sa|~" 


conc erning the e xamination of the 

FTS II b6 

J I-1 b7C 


(3/- Bureau 

(1 - package copy) 

2 - Phoenix 

VMV:vmv 

(5) 


'' S 

.in .is 


BYJ 




Approved: 



Transmitted 


(Number) 


(Time) 


^,00 
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FORMS.TEXT HAS 1 DOjCUM;ENT 

INBOX.100 (#6074) 

SSP 

TEXT: _ T , ■ 

CLASS 

VZCZCPXOO 1 1 
00 HQ 1 
DE PX #0011 0270051 
ZNY EEEEE 
0 270035Z JAN 88 
FM PHOENIX (100A-8771) 

TO DIRECTOR, FBI IMMEDIATE 
(ATTN: 


iV EC 

TELfc )'YP r : UNIT 


?8J#n 88 Ob IBs 


FEDERALBUREAU 

OF INVESTIGATION 



,.v 


j:; :jr s.zr.a 



SSA 


COUNTER TERRORISM SECTION, DOMESTIC 


b6 

:b7C 


SECURITY/TERRORISM UNIT, ROOM 5200) 
BT 

UNCLAS E F T 0 

bS Eerro^M^F 2 

r ^ 

EARTH FIRST; J)S/T; 00: PHOENIX 


RE PHOENIX TELCALL FROM SSA 


TO 


UNIT CHIEF, COUNTER TERRORISM UNIT FBIHQ, ON 1/22/88 AND PHOENIX 

TO SSA 


TELCALL FROM SSA 


ON 1/26/8.8. 


✓ 0 6 

THE PURPOSE OF THIS COMMUNICATION IS TO ADVISE THE BUREAU L ' . - ^ 

THAT A PRELIMINARY INQUIRY IS BEING INITIATED RE CAPTIONED^ , 

_L0 ii) 1388 
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% • 

♦ ♦ 

♦ 

PAGE TWO DE PX 0011 UNCLAS E F T 0 

FURTHERING POLITICAL AND/OR SOCIAL GOALS, WHOLLY OR IN PART, 
THROUGH ACTIVITIES THAT INVOLVE FORCE OR VIOLENCE AND ARE IN 
VIOLATION OF THE CRIMINAL LAWS OF THE UNITED STATES. 


TO DATE, PHOENIX DIVISION HAS IDENTIFIED THE FOLLOWING 
INDIVIDUALS AS BEING ACTIVE MEMBERS OF EARTH FIRST; 1. _ 



BE OUTLINED IN THE REMAINDER OF THIS COMMUNICATION, INDICATES 
THAT THESE INDIVIDUALS AND OTHER YET UNKNOWN MEMBERS OF EARTH 
FIRST HAVE INVOLVED THEMSELVES IN CRIMINAL/TERRORIST ACTIVITIES 
TO FURTHER THEIR "CAUSE" WHICH HAS DESTROYED PROPERTY AND 
DIRECTLY ENDANGERED LIVES. INFORMATION RECEIVED ESTABLISHES A 
REASONABLE INDICATION THAT EARTH FIRST HAS PLANS IN THE FUTURE TO 
COMMIT OTHER ACTS OF VIOLENCE AGAINST PERSONS AND PROPERTY IN AN 
ATTEMPT TO OBTAIN THEIR GOALS. 

THIS INVESTIGATION WAS PREDICATED UPON THE RECEIPT OF A 
COMPLAINT FROM THE COCONINO COUNTY SHERIFF'S OFFICE, FLAGSTAFF, 
ARIZONA, ON 11/9/87, WHICH STATED THAT THE FAIRFIELD SNOW BOWL, A 
FLAGSTAFF AREA SKI RESORT, HAD RECEIVED A LETTER IN THE U.S. MAIL 
WHICH ADVISED THAT EXTENSIVE DAMAGE HAD BEEN DONE TO THE CABLES 




PAGE THREE DE PX 0011 UNCLAS E F T 0 


SUPPORTING THE CHAIR LIFT AT THE RESORT. THE LETTER IMPLIED THAT 
FURTHER DAMAGE WOULD BE DONE TO THE FACILITY IF THE TREES WERE 
NOT ALLOWED TO GROW BACK AND IF SKI OPERATIONS IN THE AREA WERE 
NOT DISCONTINUED. IF THESE DEMANDS WERE NOT MET, THEN THE 
FAIRFIELD SNOW BOWL HAD "BETTER HIRE MORE SECURITY." THE 
SHERIFF'S OFFICE COMPLAINT CONTINUED BY SAYING THAT THE EARLIER 
RECEIPT OF ANOTHER LETTER AND A TELCALL IN OCTOBER, 1987, 

PROMPTED THE INSPECTION OF THE CHAIRLIFT AND CABLES. THE 
INSPECTION REVEALED THAT THE BOLTS WHICH ANCHOR THE PYLONS 
SUPPORTING THE CABLE AND LIFT CHAIRS HAD BEEN CUT WITH A TORCH. 
THE DAMAGE WAS SUFFICIENT ENOUGH TO HAVE CAUSED THE CHAIR LIFT TO 
FALL IF USED, RESULTING IN DEATH TO THE PERSONS IN THE CHAIRS. 

THE CHAIR LIFT HAD A MAXIMUM CAPACITY OF 900 PERSONS AND THE COST 
OF REPAIRING THE CHAIRLIFT WAS $20,000. DESIGN ENGINEERS STATED 
THE MANNER IN WHICH THE CHAIRLIFT WOULD HAVE CAUSED IT TO 
COLLAPSE WHEN FULLY OCCUPIED; IF THIS HAD OCCURRED, LITERALLY 
HUNDREDS OF PEOPLE WOULD HAVE BEEN DROPPED, IN SOME INSTANCES 
OVER HUNDRED FEET, ONTO THE SIDE OF THE MOUNTAIN. BOTH THE 
LETTERS AND THE TELCALL WERE CLAIMED BY THE SAME GROUP, "EVAN- 
MECHAN ECO-TERRORIST INTERNATIONAL CONSPIRACY," (EMETIC). 
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PHOENIX OPENED PX 9A-2594 TITLED "UNSUB(S), FAIRFIELD SNOW BOWL 
1900 COUNTRY CLUB DRIVE, FLAGSTAFF, ARIZONA; EXTORTION; 

00: PHOENIX" ON 11/12/87. 

ON 8/24/87, SACRAMENTO DIVISION ADVISED PHOENIX THAT ON 

6/12/87,| _|FROM THE PACIFIC GAS AND ELECTRIC COMPANY 

ADVISED THAT THEY HAD APPROXIMATELY 15 POWER POLES SABOTAGED BY 
UNKNOWN PERSONS IN NEVADA AND PLACER COUNTIES, CALIFORNIA. 
APPROXIMATELY 100 CABLES HAD BEEN PARTIALLY SEVERED BY A HACKSAW 
AFFECTING THE STABILITY OF THE POLES. THE ESTIMATED REPAIR COULD 
REACH $25,000 AND WOULD HAVE REACHED POSSIBLY A MILLION DOLLARS 
HAD THE POLES SUPPORTING THE HIGH VOLTAGE LINES ACTUALLY FALLEN. 

ON 8 / 3 / 8 7 , f ~| AGAIN REPORTED A SIMILAR INCIDENT 

STATING THAT THE BOLTS FROM METAL TOWERS NORTHEAST OF RENO, 

NEVADA, HAD BEEN WILLFULLY REMOVED |_ 

ON 5/14/86, THE PALO VERDE NUCLEAR GENERATING STATION 
(PVNGS) WHICH IS LOCATED APPROXIMATELY 42 MILES WEST OF PHOENIX, 
ARIZONA, SUFFERED THE SIMULTANEOUS DESTRUCTION OF THREE INCOMING 
POWER LINES AT THREE DIFFERENT LOCATIONS, APPROXIMATELY 10 - 15 
MILES APART. ALL THREE OF THE INCIDENTS HAPPENED ONLY MINUTES 
APART AND THE MODUS OPERANDI WAS THE SAME. THIS CASE WAS OPENED 


be 

b7C 

b2 

b7D 


b6 

-b7C 
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5/16/86 AND IS STILL PENDING AND IS BEING INVESTIGATED UNDER 
PHOENIX CASE 117-69, TITLED "UNSUB(S), SABOTAGE OF TRANSMISSION 
LINES CONNECTED TO PALO VERDE NUCLEAR GENERATING STATION (PVNGS) 

AEC; 00: PHOENIX. IT IS NOTED THAT PVNGS IS THE LARGEST NUCLEAR 
GENERATING STATION IN THE U.S. AND SECOND LARGEST IN THE WORLD. 

AN ATTEMPT WAS MADE WITH THE USE OF A "CABLE SLING" TO PULL 
THE EXISTING POWER LINES TOGETHER, WHICH CAUSED THE LINES TO 
SHORT OUT. THIS ACT RESULTED IN A POWER FAILURE AT PVNGS. THE 
TOTAL LOSS TO THE OWNERS OF THE STATION TOTALED $1,260,000. 

I I NUCLEAR REGULATORY COMMISSION, DESCRIBED 

THE ABOVE INCIDENT AS THE MOST SERIOUS ACT EVER PERPETRATED 
AGAINST A NUCLEAR GENERATING PLANT IN THE U.S. THE TWO YEAR 
INVESTIGATION CONDUCTED BY THE PHOENIX DIVISION HAS DEVELOPED NO 
SUBJECTS, ALTHOUGH THIS INVESTIGATION HAS FOCUSED ON EARTH FIRST 
SINCE ITS INCEPTION. THIS FOCUS WAS INITIATED DUE TO INFORMATION 
RECEIVED THAT EARTH FIRST MEMBERS WERE READING AND DISTRIBUTING 
LITERATURE DESCRIBING HOW TO DESTROY ESTABLISHED HIGH-TENSION 
POWER LINES. 

_ b2 

b6 

1 - 1 b7C 

_ b7D 
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TO DATE, THESE ACTS CONSTITUTE THE VIOLATION OF TITLE 18, 
USC, SECTIONS 875 AND 1951 (EXTORTION) TITLE 18, USC, SECTION 
2151 (SABOTAGE), TITLE 18, USC, SECTION 1365 (DESTRUCTION OF 
PROPERTY - ENERGY FACILITIES), AND TITLE 18, USC, 1341 (MAIL 
FRAUD). THESE ACTS ALSO VIOLATE THE STATE OF ARIZONA REVISED 


b2 

b6 

b7C 

b7D 


STATUE TITLE 13, SECTION 1804 (EXTORTION), TITLE 13 


SECTION 




# # 
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1601 (CRIMINAL DAMAGE) AND TITLE 13, SECTION 2310 (FRAUD SCHEME). 

ADMINISTRATIVE: 

h2 
b7D 

ASSISTANT UNITED STATES ATTORNEY (AUSA) BOB COLOSI, PHOENIX, 

ARIZONA, WHO CONCURS WITH THE NEED OF TAPED CONVERSATIONS RE THIS 
MATTER AND I I HAS CONSENTED TO THE SAME. PHOENIX 

DIVISION WILL SUBMIT THE APPROPRIATE COMMUNICATION REQUESTING 
AUTHORITY FOR CONSENSUAL MONITORING. FURTHERMORE, PHOENIX IS 

i 

CONSOLIDATING PX 9A-2594 INTO PX 100A-8771. 

ARMED AND DANGEROUS. 

BT 
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FBI 


-D-36 (Rev. 8-29-85) 


TRANSMIT VIA: 

□ Teletype 

□ Facsimile 

□ Airtel 


PRECEDENCE: 

□ Immediate 

□ Priority 

□ Routine 


CLASSIFICATION: " 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLAS E F T O 

□ UNCLAS 

rw. 3/24/88 


DIRECTOR, FBI 
(ATTN: SSA F 


DOMESTIC SECURITY/ 


TERRORISM UNIT, COUNTERINTELLIGENCE SECTION, 

ROOM 5214) /y- \ 

FROM: SAC, PHOENIX (100A-8771) (P) 

SUBJECT: EARTH FIRST; 

DOMESTIC SECURITY/TERRORISM; 

00: PHOENIX 

Preliminary inquiry initiated 1/26/88 to expire 4/24/88. 

Enclosed are six copies of an LHM, dated 3/21/88. 

The Bureau is requested to expeditiously authorize a full 
field investigation concerning captioned matter, due to the imme¬ 
diate propensity for violence displayed by subjects of captioned 
investigation. 

ADMINISTRATIVE: / /l'/\ , 


T—1 is 


The information furnished by T-l as outlined, in attached 
LHM is singular in nature and would tend to identify the source, if 
this information is released outside the Bureau. 


/?€> 


Bureau (inc. 
~2 - Phoenix 
LEB:ve 




Approved: 




Transmitted 




(Number) 


, W-S.H !t> WiU&slirffl 
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# 9011 ) 

VZCZCBT0011 • 

P P HQ PX 

l)E BT #001 1 0610030 
ZNY EEEEE 
P 010122Z MAR 88 
FM .BUTTE ( 100-9649) (RUC) 
TO DIRECTOR, (PRIORITY) 
PHOENIX (PRIORITY) 




BT 


UNCLAS E F T 0 
ATTENTION: 


DOMESTIC SECURITY/TERRORISM UNIT, 




GAUNTER TERRORISM SECTION, ROOM 5214) 


EARTH FIRST; DS./T; 00: PHOENIX 

BUTTE INDICES NEGATIVE REGARDING CAPTIONED ORGANIZATION AND 
MEMBERS ASSOCIATED. SOURCE INFORMATION DEVELOPED WILL BE 


REPORTED IF OBTAINED. 


BT 

#001 1 




0 81989 




V 



DENVER (.ROUTINE) 

LOS ANGELES (.ROUTINE) 

PHOENIX (100A-8771) (ROUTINE) 
PORTLAND. (ROUTINE) 

SACRAMENTO (ROUTINE) 

SALT LAKE CITY (ROUTINE) 

SAN DIEGO (ROUTINE) 

SAN FRANCISCO (ROUTINE) 

BT ‘_ - mATffZ. 



S E 

BUREAU ATTENTION 



If 

> 12 , '?yj 



I 


DOMESTIC SECURITY/TERRORISM 


UNIT, COUNTERINTELLIGENCE SECTION, ROOM 5214 
T; DS/T, 00: PHOENIX 













PAGE TWO 100A-1714 (S^&"TN£ E T) 

\ 

TtTT^^COi^lfN^^A"TTO-N-''T'S ‘ ~C"E A'S'S"i'Fl'E'D"~""'STrC"R‘E T ”~~TN—IT'S—E-N-*T~T-R*E-'lrY 
PI INITIATED JANUARY2 6, 1988, TO EXPIRE APRIL 24, 1988. 

RE PHOENIX TELETYPE TO THE BUREAU, FEBRUARY 26, 1988; 

AND PHOENIX TELETYPE TO THE BUREAU, MAY 22, 1986, CAPTIONED 

"UNSUB(S); SABOTAGE OF TRANSMISSION LINES CONNECTED TO PALO 
VERDE NUCLEAR GENERATING STATION (PVNGS); ATOMIC ENERGY 
ACT-SABOTAGE, 00: PHOENIX". 



LAS VEGAS 105B-21 14 ( CLASSIFIED "S&fc^ET") SET FORTH 
FOLLOWING INFORMATION ON CAPTIONED ORGANIZATION FROM A 
"GRASSROOTS PEACE DIRECTORY," WESTERN AREA DATED JANUARY 1987: 
EARTH FIRST - NEVADA OFFICE 
ELY, NEVADA 89301 

(602) 622-1371 (TUCSON, ARIZONA OFFICE) (JUNE 23, 1986) 

CO'S SERVED: STATEWIDE, NATIONWIDE 

AREA SERVED: UNITED STATES 

PROGRAM FOCUS: PRIMARILY OTHER THAN PEACE 

PRIMARY ISSUES: NO NEVADA 


OPERATION: PUBLIC EDUCATION 




PAGE THREE 100A-1714 ( 


.RET) 


RESOURCES: NEWSLETTER 

ORGANIZATION: 

STAFF: VOLUNTEERS 

LIST MAINTAINED BY: COMPUTER 

BUDGET: $0 - $4,999.00 

DESCRIPTION: EARTH FIRST< IS A RADICAL DECENTRALIZED 

ENVIRONMENTAL MOVEMENT. THEY HAVE NO FORMAL STRUCTURE. THE 
MOVEMENT INCLUDES ANONYMOUS ENTITIES SUCH AS LOCAL EARTH FIRST 
(EF) CHAPTERS, THE EF FOUNDATION; AND THE EF< JOURNAL. SOME 
LOCAL EF GROUPS PARTICIPATE IN PEACE PROTESTS. THE EF JOURNAL 
OCCASIONALLY PRINTS ARTICLES OR NEWS ITEMS ON NUCLEAR ISSUES. 

PHOENIX TELETYPE TO BUREAU DATED MAY 22, 1986, SET FORTH 
THE FOLLOWING ON PAGE TWO: "ORGANIZATIONAL LITERATURE 

INDICATES THEY" (REFERRING TO "EARTH FIRST") "HAVE ALSO BEEN 
ACTIVE IN SALT LAKE CITY, ALBUQUERQUE, AND LAS VEGAS DIVISIONS. 

PHOENIX AT PHOENIX, ARIZONA: WILL PROVIDE LAS VEGAS 
WITH ORGANIZATIONAL LITERATURE RELATIVE TO LAS VEGAS DIVISION 
EARTH FIRST-NEVADA GROUP AS LAS VEGAS HAS NOT YET IDENTIFIED 
ANYONE WITH NEVADA CHAPTER OF THIS GROUP. 

LAS VEGAS AT ELY, NEVADA: WILL CONTACT LOGICAL SOURCES 



« I 

i+ 
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FOR INFORMATION RELATIVE TO EF AND THOSE ASSOCIATED WITH 
THIS GROUP IN NEVADA. 

•efcAg-S-X EIDD DY-C ' D, DC C LAG U IT Y ~ ON OABft ;- 

BT 
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RECEIVED 
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r£i vED 

r* * r;' " V HI 

c.i.c * '• ~ ou! 



Mar 3 7 PH "M ^ 

FORMS. TEXT HAS 1 DOCUME g^-J hu' • JREAU 

n F INV £ST i3 ATs0N 

J( # 8 9 7 2 ) 

P 1 IMVCST/GATION 

»*'!■ hi.■■'f ry office 


INBOX 



DE PX #0003 0632116 
ZNR UUUUU 
0 032157Z MAR 88 
FM PHOENIX (100A-8771) 
TO (DIRECTOR IMMEDIATE 
BT 

UNCLAS 
ATTN: SSAl 



COUNTER-TERRORISM SECTION, DOMESTIC 


JECURITY/TERRORISM UNIT, ROOM 5214. /£. ,/b £// &= * 

7 fmw 

/< — 4 ;'ARTHFIRST; DS/T; 00: PHOENIX. 58 - 

1 ^ 

PURPOSE: IT IS REQUESTED AUTHORITY BE GRANTED TO UTILIZE AN 

ELECTRONIC DEVICE TO MONITOR AND/OR RECORD TELEPHONIC 


b2 

b6 

b7C 

b7D 


CONVERSATIONS BETWEEN 







LNU ) , AND OTHERSMET 


IN CONNECTION WITH THE DOMESTIC SECURITY/TERRORISM MATTER , 

DETAILS: .REQUEST DOES NOT REQUIRE DOJ APPROVAL. THE ABOVE- . ' T 

~ b2 I 

NAMED INDIVIDUALS ARE ACTIVE MEMBERS OF AN ORGANIZATION J 3 ® '■ 

D / C 1 

1 ' b7D 

IDENTIFIED AS EARTHFIRST, DEDICATED TO PRESERVING THE ECOLOGICAL 

STATUS OF THE EARTH. 



:M si 



mr\ 






ph' 

„ <*» ^ 









THE ELECTRONIC DEVICE (TELEPHONIC RECORDER) WILL BE NEEDED 


_ b2 

TO GATHER EVIDENCE AND CORROBORATE INFORMATION. | ] wiLL b7 

EXECUTE FD- 4 7 2. SOURCE HAS FURTHER AGREED' TO DISCLOSE HIS 
IDENTITY AND TESTIFY AT ANY FORTHCOMING JUDICIAL PROCEEDINGS. 

USA’S OPINION: USA ROGER W. DOKKEN, PHOENIX, ARIZONA, WAS 

APPRISED OF THE ABOVE FACTS AND CONCURS WITH THE USE OF THE 
ELECTRONIC DEVICE (TELEPHONE RECORDER). DOKKEN ADVISED THAT HE 
DID NOT SEE ENTRAPMENT AS AN ISSUE AND FURTHERMORE STATED THAT 
THE RECORDINGS WOULD ILLUSTRATE THAT NO ENTRAPMENT EXISTS IF THE 
ISSUE WAS RAISED BY THE DEFENSE. DOKKEN ADDED THAT THE RECORDING 
WOULD BE NECESSARY FOR THE SUCCESSFUL PROSECUTION OF THIS MATTER. 
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TIl<£-S-''t!rOTTl'N^ T9—CLAS'S'T'Fl^U "'S'E'CKET 


nr-rr3 b w ttkett 


PI INITIATED JANUARY 26, 1988, TO EXPIRE APRIL 24, 1988. 

RE PHOENIX TELETYPE TO THE BUREAU, FEBRUARY 26, 1988; 

AND PHOENIX TELETYPE TO THE BUREAU,.MAY 22, 1986, CAPTIONED 

"UNSUB(S); SABOTAGE OF TRANSMISSION LINES CONNECTED TO PALO 
VERDE NUCLEAR GENERATING STATION (PVNGS); ATOMIC ENERGY 
ACT-SABOTAGE, 00: PHOENIX". 

LAS VEGAS INDICES WERE NEGATIVE REGARDING | I 

~1 AND I 1 


LAS VEGAS 105B-21 14 (CLASSIFIED "SJ^fc^ET") SET FORTH 
FOLLOWING INFORMATION ON CAPTIONED ORGANIZATION FROM A 
"GRASSROOTS PEACE DIRECTORY," WESTERN AREA DATED JANUARY 1987 
EARTH FIRST - NEVADA OFFICE 


ELY, NEVADA 89301 - 

(TUCSON, ARIZONA OFFICE) (JUNE 23, 1986) 

CO'S SERVED: STATEWIDE, NATIONWIDE 

AREA SERVED: UNITED STATES 

PROGRAM FOCUS: PRIMARILY OTHER THAN PEACE 

PRIMARY ISSUES: NO NEVADA 


OPERATION: PUBLIC EDUCATION 
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RESOURCES: NEWSLETTER 

ORGANIZATION: 

' STAFF: VOLUNTEERS 

LIST MAINTAINED BY: COMPUTER 
BUDGET: $0 - $4,999.00 

DESCRIPTION: EARTH FIRST< IS A RADICAL DECENTRALIZED 

ENVIRONMENTAL MOVEMENT." THEY HAVE NO FORMAL STRUCTURE. THE 
MOVEMENT INCLUDES ANONYMOUS ENTITIES SUCH AS LOCAL EARTH FIRST 
(EF) CHAPTERS, THE EF FOUNDATION; AND THE EF< JOURNAL. SOME 
LOCAL EF GROUPS PARTICIPATE IN PEACE PROTESTS. THE EF JOURNAL 
OCCASIONALLY. PRINTS ARTICLES OR NEWS ITEMS ON NUCLEAR ISSUES. 

PHOENIX TELETYPE TO BUREAU DATED MAY 22, 1986, SET FORTH 

THE FOLLOWING ON PAGE TWO: "ORGANIZATIONAL LITERATURE 

INDICATES THEY" (REFERRING TO "EARTH FIRST") "HAVE ALSO BEEN 
ACTIVE IN SALT LAKE CITY, ALBUQUERQUE, AND LAS VEGAS DIVISIONS. 

PHOENIX AT PHOENIX, ARIZONA: WILL PROVIDE LAS VEGAS 
WITH ORGANIZATIONAL LITERATURE RELATIVE TO LAS VEGAS DIVISION 
EARTH FIRST-NEVADA GROUP AS LAS VEGAS HAS NOT YET IDENTIFIED 
ANYONE WITH NEVADA CHAPTER OF THIS GROUP. 

LAS VEGAS AT ELY, NEVADA: WILL CONTACT LOGICAL SOURCES 



PAGE FOUR 100A-1714 ( SJ^P’tF'fi--T) 

FOR INFORMATION RELATIVE TO EF AND THOSE ASSOCIATED WITH 
THIS GROUP IN NEVADA. 

C E rrVS ' S, IF IED BY C 3 ~^ —&E CLA S SIFY ON OA fr ft. - 
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TRANSMIT VIA: 
O Teletype 
□ Facsimile 

pf Airtel 


FBI 

PRECEDENCE: 

□ Immediate 
D Priority 

□ Routine 
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CLASSIFICATION: 

□ TOP SECRET 

□ SECRET 

□ CONFIDENTIAL 

□ UNCLASEFTO 

□ UNCLAS 

Date 3/28/88 


b6 

b7C 


TO: 



DIRECT OR, FBI 
ATTN: 


] DS/T - COUNTERTERRORISM, 


ROOM 5214 

SAC , LO S ANGELES (100A-87534) (CT-2) (P) 




A: 


SUBJECT INEARTH FIRST.,; 
DS/T; 

00: PHOENIX 


Re Los Angeles teletype, dated 3/11/88. 

On Sunday, March 27, 1988, a car caravan, march and 
rally were sponsored in Los Angeles, California, as an emergency 
action to stop U.S. military escalation in Central America. The 
march and rally were held at the Federal Building, 11000 Wilshire 
Boulevard. 

EARTH FIRST was one of the sponsors of the rally. Other 


sponsors were: 


HERR,* io in ); i a j . JrSlUntlfED 


CISPES 

PLEDGE OF RESISTANCE 
PRO NICA 

LET NICARAGUA LIVE! 

NICARAGUA TASK FORCE 
ACA 
C0MPA 

FRIENDS OF NICA CULTURA 
NICARAGUA WORK BRIGADE 
TECNICA 

PEACE AND SOLIDARITY ALLIANCE 


Q) - Bure 



Bureau 

TRAC 

2 - Phoenix (100A-8771) 

2 - Los Angeles (100A-87534) 


/OC 


c/ 





n 


PLS:mmb 
(7) 


3© APR 3L1 iS 


Approved: 


Transmitted 


(Number) 


(Time) 


5. 


i 
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LA 100A-87534 



OFFICE OF THE AMERICAS 
CENTRAL AMERICA LABOR COMMITTEE 
NICARAGUAN CULTURAL CENTER 
SOL NICA 
MAS PS 

GUATEMALAN CULTURAL COMMITTEE 

EL SALVADOR SOLIDARITY INFORMATION OFFICE 

SOCIALIST WORKERS PARTY 

DEMOCRATIC SOICALISTS OF AMERICA 

GUATEMALAN INFORMATION CENTER 

MOBILIZATION ON CENTRAL AMERICA 

NEW JEWISH AGENDA 

OSCAR ROMERO RELIEF FUND 

HUMANITARIAN LAW PROJECT 

COMMITTEE ON CENTRAL AMERICA 

PEACE AND ANTI-WAR ACTIVISTS FOR JESSE JACKSON 

PROYECTO PASTORAL 

SANE/FREEZE 

SOLIDARITY 

SOURTHERN CALIFORNIA GREEN ASSEMBLY 
SCITCA 

WAR RESISTERS LEAGUE 
WINTESS FOR PEACE 
DAYS OF DECISION 
JOBS WITH PEACE 

Flyers on the rally listed (213) 969-0071 and 
(213) 451-2428 as numbers to call for more inforamtion. 
Telephone number (213) 969-0071 was answered by CISPES. 
Telephone number (213) 451-2428 was answered by OFFICE 
OF THE AMERICAS. 

The flyer also listed (213) 660-4457 as the number 
to call for more information about civil disobedience. That 
number was answered by PLEDGE OF RESISTANCE. 


2* 



AIRTEL 


4/29/88 





Director, FBI 
SAC, Phoenix 


*TH FIRSTS 
DOMESTIC' SECURITY/TERRORISM; 
00: PHOENIX 




pa Phop.n-iy tele type to the Bureau dated April 27, 1988, and FBIHQ 
telcal to SA l I on April 29, 1988. 

Pursuant to the provisions of the Attorney General's Memorandum of 
November 7, 1983, to the Heads and Inspectors General of Executive Departments 
and Agencies, entitled "Procedures for Lawful, Warrantless Interceptions of 
Verbal Communications," authorization was granted on February 29, 1988 
the use of a transmitting and/or recording device. Authorization was^for eT" 
period of 30 days beginning February 29, 1988. An extension of 30 days is 
granted to continue the use of a transmitting and/or recording device 
commencing on April 30, 1988, to expire May 30, 1988. 

You are to submit an FD-621 within 10 days of the expiration 5 'of this 
authorization furnishing information regarding use of this equipment in 
accordance with MIOG, Part II, Section 10-10.3(9). 


be 

hlC 


30 

30 

c=o 05 


U8 

aJS 

s 


eg 


In the event a renewal of this authority is deemed warranted, submit 
your reguest with full justification at least seven days prior to the 
expiration of the existing authority, in compliance with MIOG, Part II, 

Section 10-10.3,9). ■ /jQStflgUr 4^ 

k” In addition, you should ensure that all persons reasonably 

[identified as having been monitored are included in the field office and FBIHQ 
; ELSUR indices (MIOG, Part II, Section 10-10.5). Strict administrative 
controls must be established to ensure these requirements are met. 

As you know, this equipment is to be used only when 
party is present. Bureau equipment should be afforded appropriate 
You should keep the Bureau advised of pertinent developments. 0 


Exec AD Adm- 

Exec AD In]/. - A TTN: 

Exec AD LES _ 

Asst. Dir.: 

Adm. s^ys Mr_Prvmprantz 

Crim. Irrj. 


Phoenix Elsur Coordinator 



Off. Conb.&V 
Public *Affs> 
Rec. Mgnt. 
Tech. Servs. _ 

Training _ 

Off. Liaison & 
Int. Affs. _ 
Telephone Rm 
Director’ 



1 - 

1 - ELSUR INDEX, RMD 
1 - Consensual Monitoring 

see note Page 2 


alLI^orma^n’I (mil 

HEREiiM, IS UNCLASSIFIED 
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Airtel to SAC, Phoenix 
RE: EARTH FIRST; 

DOMESTIC SECURITY/TERRORISM; 
00: PHOENIX 


NOTE: This airtel authorizes Phoenix Division a 30-day extension to 
consensually record conversations in the captioned matter. Authority 
commences April 30, 1988. Initial authorization was granted February 29, 
1988, for 30 days. 



NON TELEPHONIC CONSENSUAL MONITORING AND/OR CCTV 


TO: Chi e£. Counterterroris m Section Date 4/27/88 b6 

FROM: SS Al I _, Domestic Terrorism Unit bic 

SUBJECT: EARTH FIRST; DOMESTIC SECURITY/TERRORISM; 

00: PHOENIX 


Attached communication from Eheenix._Field Office, 

dated 4/26/88 _, requests Routine. ^Renewal.) Emergency. Emergency Renewal 

(Circle one authorization for the use^of = *eigctronic device t o monitor and/or 
record private conversations. Authorization is for(lo days])or 60 days 

(Circle one), beg inning o n 3/30/88 _. Previous - authority granted on 

2/29/88 _ and Expi res/expired on 3/29/88 _. (Fill in blanks, if 

applicable.) 

Emergency authority granted by _ on 

to 


1. The consenting party has: YES 

a. agreed to testify X 

b. executed the consent form X 


2. Recording/transmitting device will _X 

only be activated when the consenting 
party is present 

3. Government attorney (in Judicial 

District where interception(s) will X 

take place or who is designated for the 
investigation) sees no entrapment and 
approves of the use of this technique 

as being appropriate 


NO 


Subject(s) of this case are alleged to be involved in: Extortion; 
Destruction of Property - Energy Facility and other described in previous 
communications . 

(nature of violation) 

The AG Memorandum of 11/7/83 on consensual monitoring has been 
reviewed and this request does /Hoes notb (Circle one) require written 
authorization from the Department of Justice. (See attached checking) 

Authorization to include the use of CCTV. (Yes /NoP If yes, AG 
Order 985-82 has been reviewed and use of CCTV does/does not (Circle one) 
require DOJ authority. (See attached) 


APPLICABLE ACTION MEMORANDUM FORMAT # IF DOJ AUTHORITY REQUIRED: 
APPLICABLE CONFIRMING AIRTEL FORMAT # IF DOJ AUTHORITY NOT REQUIRED: 


1. Unit Chief 

2. **LCD _ 

3. Approved: 



)VAL 


/■ 



/ 




mk 


be 

blC 

Section Chief 


* Note that 60 "day authority is %propriate only in long-term investigations 
such as UCOs. 

**Review and concurrence by LCD is necessary if any of the seven instances 
------’ J written DOJ 


requiring written DOJ approval e' 
approval. 

1 - Bureau file 
1 - Tickler file 


IS U \ i 




IfliuS ^eona^ftsuai Moni t o^i^J^: 
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THIS REQUEST DOES NOT REQUIRE WRITTEN AUTHORIZATION FROM THE DEPARTMENT OF 

JUSTICE BECAUSE (check appropriately): 

X it does not relate to an investigation of a member of Congress, a 

Federal Judge, a member of the Executive Branch at Executive Level 
IV or above, or a person who has served in such capacity within the 
previous two years; 

X it does not relate to an investigation of any public official and 

the offense investigated is not one involving bribery, conflict of 
interest. or extortion relating to the performance of his or her 
official duties; 

X it does not relate to an investigation of a Federal law enforcement 

officer; 

X the consenting or nonconsenting person is not a member of the 

diplomatic corps of a foreign country; 

X the consenting or nonconsenting person is not or has not been a 

member of the Witness Security Program and that fact is known 
to the agency involved or its officers; 

X the consenting or nonconsenting person is not in the custody of the 

Bureau of Prisons or the United States Marshals Service; 

X The Attorney General, Deputy Attorney General, Associate Attorney 

General, Assistant Attorney General for the Criminal Division, or 
the United States Attorney in the district where an investigation 
is being conducted has not requested the investigating agency to 
obtain Prior written consent from DOJ for making a consensual 
interception in a specific investigation; 

THIS REQUEST OF USE OF CCTV DOES REQUIRE DOJ APPROVAL BECAUSE (check 

appropriately): 

_ Area to be viewed - Request includes use of CCTV to view the 

interior of private premises or other area where a reasonable 
expectation of privacy otherwise exists, although a participant in 
the activity to be viewed has consented. 

_ Area to be viewed - Request includes use of CCTV to view the 

interior of private premises or other area where a reasonable 
expectation of privacy exists, but a participant in the activity to 
be viewed has not consented and, therefore, requires DOJ authority 
and a court order . 

_ Camera Placement - Request includes placement of CCTV to view the 

interior of private premises or other area where a reasonable 
expectation of privacy exists, but a participant in the activity to 
be viewed has not consented, and, therefore, requires DOJ authority 
and a court order. 
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TRANSMIT VIA: 

□ Teletype 

□ Facsimile 

® Airtel 




PRECEDENCE: 

□ Immediate 

□ Priority 

□ Routine 


3DWSI 


CLASSIFICATION: 

□ .TOP SECRET 

□ SECRET 

□ CONFIDENTIAL , 

□ UNCLAS E F T O 

□ UNCLAS 

Date 5/10/8 8 


TO: DIRECTOR, FBI_ 

ATTENTION: I I 

DS/T - COUNTERTERRORISM 
ROOM 5214 

SAC, PHOENIX (100A-8771) 

SAC, LOS ANGELES (100A-87534)(100A-87506)(CT-2 
..FROM:"—~S*A6-7—SALT LAKE CITY' (100A-11770 ) (RUCK 

>>' t "X / 

t I l > 

. EARTH FIRST; J 

BS/T--^ 

(00:PX) 

THE REVOLUTIONARY COMMUNIST PARTY (RCP); 

DS/T 
(00:LA) 




-V 9 

^20 

•< 


RE Bureau Teletype to SU dated 4/21/88; 
RPXTELE to SU dated 4/21/88; RELATELE to SU dated 
4/15/88... 

Enclosed for the Bureau, Los Angeles, and 
Phoenix are copies of GARFIELD COUNTY SHERIFF'S OFFICE 
report of sabatoge directed at Burr Trail. 

April 26, 1988, and April 22, 1988, Deputy 
Sheriff f I GARFIELD COUNTY SHERIFF' S OFFICE, 


Panguitch, Utah,^advised that| 

fp - Bureau (Enc.^l)j£^CL®S^W\5 

2 - PX (Enc. 1) 

4 - LA (Enc. 1) 

(2 - 100A-87534) i 

(2 - 100A-87 506 ) \ \(~X 

2 " SU IVJk J 

(1 - 100A-11771) '* "A/ 


/ J'-J 

>> " . 

tlMt \ 


LFB:lma 
( 10 ) 


2 3 1989 


was known 


•as MAY 31© 


Approved: 



Transmitted _ Per - 

/ (Number) (Time) , 

( . - (T/PvALL 

p7 *^ 7 Ym y4f*phvs 


UNRECORDED COPY FILED 






SU 100A-11770 


to use a public telephone booth in Boulder, Utah. 

They have determined that the number is currently 
(801) 338-9990. It was also determined that the 
telephone number was (801) 335-9390 at one time, 
but the sheriff's office did not know when the change 
was made. 


also advised tha 


€ 


has made telephone calls from the 
in Boulder, Utah, t o parties in Cali fornia, 
telephone number is 



£ lso 

residen ce 


On May 2, 1 ^88 
information regarding 


furnip hed some background 
She stated 


that they believe he is associated with environmental 
groups, but which specific groups she stated that 
they did not have that information. If either office 
of origin, Phoenix or Los Angeles, is desirous of 
obtaining toll records from the above furnished telephone 
numbers, a subpoena would be issued to the SOUTH 
CENTRAL UTAH TELEPHONE ASSOCIATION, Escalante, Utah. 


b6 

b7C 


be 

b7C 


Salt Lake Division is RUC'ing this matter 
pending further leads from Phoenix and Los Angeles. 


2*- 




NEW MAIL JUST ARRIVED: INBOX.21:27 



^OUNTER TERRORISM SECTION) (INFO) 


EARTH FIRST; DS/T; 00 PHOENIX 

PII 1/26/88; EXPIRED 4/24/88. 

RE PHOENIX TELETYPE TO THE BUREAU DATED 4/23/88. 

FOR INFORMATION OF THE BUREAU AND PHOENIX DIVISION, ACTIVE 
INVESTIGATION REGARDING SUBJECT'S CRIMINAL ACTIVITIES IS BEING 
CONDUCTED BY SPECIAL AGENTS OF OF THE U. S. FOREST SERVICE, XAW„ 

-1 

'51 L r GOLD AVENUE, S . 


ENFORCEMENT SECTION. SAC 


i T " ’.) '.\^9 ^ ! '".C r|; ( 

W., ALBUQUERQUE, NEW MEXICO, TELEPHONE NUMBER FTS 476-3363*0®- : 

COMMERCIAL 842-3363 IS IN OVERALL CHARGE OF THE INVESTIGATIONh QT~ 









» 


PAGE TWO DE AQ OOOl S 
CAPTIONED ORGANIZATION AS WELL AS THE VANDALISM OF FOREST SERVICE 
VEHICLES AT SANTA FE, NEW MEXICO. TO DATE, NO REQUEST FOR FBI 
ASSISTANCE HAS BEEN RECEIVED FROM THE FOREST SERVICE SPECIAL 
AGENTS, ALTHOUGH INTELLIGENCE INFORMATION HAS BEEN PROVIDED TO 
THEM IN THE PAST. 

ALBUQUERQUE DIVISION OFFICE AT ALBUQUERQUE, NEW MEXICO: 


CONTACT SAd 


U. S. FOREST SERVICE, LAW ENFORCEMENT, 


OBTAIN RESULTS OF INVESTIGATION CONDUCTED TO DATE AND FORWARD 
SAME TO PHOENIX. REVIEW AQ FILE 100A-4635 FOR ANY OTHER 
PERTINENT INFORMATION REGARDING CAPTIONED MATTER. 

RY ftg r - L r>w nAnp_ -i 
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(Rev. 6-23-87) (Nontelephonic Co 
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Monitoring Usage Report) 


From: SAC, PV^oE-A^V)^ 


Federal Bureau of Investigation 

Date: 


To: DIRECTOR, FBI 

Attn: ELSUR Index 


-T/lo/ S# 


(9 

Subject: rifc-ST ‘ 

DV T) 
oO'. Pk 


AIRTEL 


-V A 


Re Pkoe-Niic to FBIHQ dated 3 - -*1 - 88 and 

Bu /s.A r-VtA to '^ r / dated 3 - ? 8 captioned 

as above. 


NOTE: If no confirming communication received from FBIHQ in response to 
your request for use of a nontelephonic consensual monitoring device, mark below: 

_No confirming communication received from FBIHQ to date. 


ReCommunication(s) requested/granted: 


Routine authority. 
Emergency authority. 


The following information relates to the use of the equipment: 


Its use provided information which corroborated or assisted in 
corroborating the allegation or suspicion. 

It was used, but no information of value was obtained. 

It was not used. 

(Only one of the above applies) 


I dt 

Complete and submit within 30 days of expiration of each and every period 
of authorization granted for nontelephonic consensual monitoring by either the DOJ or 
FBIHQ-CID (whether an initial or a subsequent authorization), and for each extension 
or renewal thereof. d© JUft A |ggg 

Transmit to FBIHQ in a sealed brown envelope labeled "Director, FBI;~~E-LSU-R 
Index, FBIHQ." '' 


jA 4P37’ 

2J- Bureau 

_ 10OA-S77I 

1 - (,(>- IOAS Ar 


(Field Office Investigative File) 
(Field Office Control File) 
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FEBRUARY 2T-. nflfl 


UNCLAS 


ROUTINE 


CI£>^ 

r GV 


FM DIRECTOR-. FBI 

TO FBI ALBUflUERdUE ROUTINE 

FBI BUTTE ROUTINE 

FBI DENVER ROUTINE 

FBI LAS VEGAS ROUTINE 

FBI LOS ANGELES ROUTINE 

FBI PHOENIX (1DDA-A771) ROUTINE 

FBI PORTLAND ROUTINE 

FBI SACRAMENTO ROUTINE 

FBI SALT LAKE CITY ROUTINE 

FBI SAN DIEGO ROUTINE 

FBI SAN FRANCISCO ROUTINE 

BT 

UNCLAS 







EARTH FIRSXi DOMESTIC SECURITY/TERRORISM (DS/T)} 00: PHOENIX 


r:_ 


PRELIMINARY INQUIRY (PI) INITIATED JANUARY 2b-. nflfl, TO 

APR 25 


EXPIRE APRIL 2H-, 1TAA. 




bo 







REFERENCE PHOENIX TELETYPE TO BUREAU DATED JANUARY Ebi nflfi 


BUREAU INDICES WERE NEGATIVE ON THE FOLLOWING INDIVIDUALS 





NOTE: THIS COMMUNICATION IS IN RESPONSE TO AN INDICES SEARCH 

REQUESTED BY THE PHOENIX DIVISION- 



1 


SSP 



Receive;; 

TElEVYfM -JH« 



FEQFHM^'JREAU 

OF investigation 


TEXT: 

VZCZCPXOO13 
RR HQl LV 

DE PX #0013 0810012 
ZNY EEEEE 
R 212350Z MAR 88 
FM PHOENIX (100A-8 77 1 ) (P) 


ECTOJR^( INFO ) (ATTN: S S A] 



DS/T 



b6 

b7C 


b6 

b7C 


UNTERTERRORISM SECTION, ROOM 5214) (ROUTINE) 

TO LAS VEGAS (100A-1714) (ROUTINE) 

BT 

iS“F=®R^T 0 

..,’ EAjRTj FIRSTj^/ DOMESTIC SECURITY /TERRORISM ; 00: PHOENIX 

PRELIMINARY INQUIRY (PI) INITIATED ON 1/26/88, TO EXPIRE 

* m/M * /DO— H'{ '7 i ijz. 

RE BUTEL TO LAS VEGAS ET AL, DATED 3/16/88. 

FOR INFORMATION OF BUREAU AND LAS VEGAS, 

DATE OF BIRTH 



EARTH FIRST, A RADICAL ENVIRONMENTAL ORGANIZATION WITH NATIONAL 
MEMBERSHIP. 


FOUNDED EARTH FIRST IN 1980, AND THOUGH 


-v. h *#****■ 

EARTH FIRST THE ORGANIZATION DOES NOT OFFICIALLY LIST PARTTCTJTTA'R - 
MEMBERS AS BEARING ADMINISTRATIVE RESPONSIBILITIES,__ 

j. 



7/? 








PAGE TWO DE PX 0013 UNCLAS E F T 0 


IS CURRENTLY NOT A SUBJECT IN PHOENIX 


INVESTIGATION CAPTIONED "UNSUBS, SABOTAGE OF TRANSMISSION -LINES 
CONNECTED TO PALO VERDE NUCLEAR GENERATING STATIONS, 6/3/86", (PX 
FILE 117-69), HOWEVER,_ 


WAS PREVIOUSLY IDENTIFIED AS A 


POSSIBLE SUSPECT DUE TO HIS TIES WITH EARTH FIRST. INVESTIGATION 

TO DATE IN THE PHOENIX DIVISION HAS DETERMINED THAT ANOTHER EARTH 

_ > _ 


FIRST MEMBER, m 


FORMERLY OF TUCSON, 


A RIZONA , CURRENT WHEREABOUTS UNKNOWN, IS TO BE CONSIDERED A 
SUBJECT IN THE SABOTAGE OF TRANSMISSION LINES AT THE PALO VERDE 
NUCLEAR GENERATING STATION. 


IS A KNOWN ASSOCIATE OF 


AND HOLDS THE SAME PHILOSOPHICAL BELIEFS REGARDING 


THE PRESERVATION OF THE ECOLOGICAL STATUS OF THE EARTH, IF 
NECESSARY THROUGH DESTRUCTION OR SABOTAGE. HOWEVER, NO 
INFORMATION DIRECTLY LINKING 


TO THE PALO VERDE NUCLEAR 


GENERATING STATION INCIDENT HAS BEEN REVEALED. 

PHOENIX DIVISION WILL CONTINUE TO FORWARD ANY PERTINENT 
INFORMATION TO THE LAS VEGAS DIVISION REGARDING ANY ILLEGAL 
ACTIVITIES ON THE PART OF EARTH FIRST MEMBERS. CURRENTLY OR 




1 



PAGE THREE DE PX 0013 UFCLAS E F T 0 
FORMERLY RESIDING IN THE LAS VEGAS DIVISION. 


ET 

#0013 


NNNN 
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1 11 
may b-, naa 



UNCLAS 


|u4 

PRIORITY 


FM DIRECTOR-. FBI 
TO FBI PHOENIX PRIORITY 
FBI ALBANY PRIORITY 
FBI ALBU(3UER<2UE PRIORITY 
FBI ANCHORAGE PRIORITY 


FBI ATLANTA PRIORITY 
FBI BALTIMORE PRIORITY 
FBI BIRMINGHAM PRIORITY 
FBI BOSTON PRIORITY 
FBI BUFFALO PRIORITY 




FBI BUTTE PRIORITY 
FBI CHARLOTTE PRIORITY 
FBI CHICAGO PRIORITY 
FBI CINCINNATI PRIORITY 
FBI CLEVELAND PRIORITY 
FBI COLUMBIA PRIORITY 







2 


FBI DENVER PRIORITY-, 

FBI DETROIT PRIORITY 
FBI EL PASO PRIORITY 
FBI HONOLULU PRIORITY- 
FBI HOUSTON PRIORITY 
FBI INDIANAPOLIS PRIORITY 
FBI JACKSON PRIORITY 
FBI JACKSONVILLE PRIORITY 
FBI KANSAS PRIORITY 
FBI KNOXVILLE PRIORITY- 
FBI LAS VEGAS PRIORITY 
FBI LITTLE ROCK PRIORITY 
FBI LOS ANGELES PRIORITY 
FBI LOUISVILLE PRIORITY 
FBI MEMPHIS PRIORITY 
FBI MIAMI PRIORITY 
FBI MILWAUKEE PRIORITY 
FBI MINNEAPOLIS PRIORITY 
FBI MOBILE PRIORITY 


FBI NEWARK PRIORITY 



3 


FBI NEld HAVEN PRIORITY 
FBI NEld ORLEANS PRIORITY 
FBI NEld YORK OFFICE PRIORITY 
FBI NORFOLK PRIORITY 
FBI OKLAHOMA CITY PRIORITY 
FBI OMAHA PRIORITY 
FBI PHILADELPHIA PRIORITY 
FBI PITTSBURGH PRIORITY 
FBI PORTLAND PRIORITY 
FBI RICHMOND PRIORITY 
FBI SACRAMENTO PRIORITY 
FBI ST. LOUIS PRIORITY 
FBI SALT LAKE CITY PRIORITY 
FBI SAN ANTONIO PRIORITY 
FBI SAN DIEGO PRIORITY 
FBI SAN FRANCISCO PRIORITY 
FBI SEATTLE PRIORITY 
FBI SPRINGFIELD PRIORITY 
FBI TAMPA PRIORITY 

FBI IdASHINGTON METROPOLITAN FIELD OFFICE (IdMFO) PRIORITY 



M 


BT 


UNCLAS SECTION 1 OF 5 
"CHANGED" 

EMETICS 

DOMESTIC SECURITY/TERRORISM (DS/T)i 
00: PHOENIX 

TITLE MARKED "CHANGED" TO DESIGNATE BUREAU APPROVED CODE 
NAME FOR THIS INVESTIGATION. CODE WORD IS ABBREVIATION -FOR^THE 
"EVAN MECHAM ECO - TERRORIST INTERNATIONAL CONSPIRACy{^METIC) ’ 
UHICH IS THE NOM DE GUERRE USED BY THE CONSPIRATORS TO CLAIM 
RESPONSIBILITY FOR DAMAGING A SKI CHAIRLIFT AT FLAGSTAFF-, 
ARIZONAv .ON-NOVEMBER 7-, I'M?. THE TITLE WAS PREVIOUSLY CARRIED 

fih .S J 

ASV"EARTH FIRST /(EF)i DS/T^ 00: PHOENIX." 


LETTERHEAD' MEMORANDU 


MEMORANDUM (LHM) TO 


REFERENCE PHOENIX AIRTEL AND 
FBIHfl DATED MARCH EM-, llfifl. 

PRELIMINARY INQUIRY (PI) INITIATED JANUARY Eb-, nflfl-, TO 
EXPIRE MAY EM-, nflfl. 

DS/T INVESTIGATION AUTHORIZED MAY b-, llfifl-, TO EXPIRE 
NOVEMBER E-, nfifl. 

PHOENIX INVESTIGATION IN THIS MATTER HAS DETERMINED THAT 




HEREIN IS b'L 





7/Z 



SEVERAL MEMBERS OF THE EF ORGANIZATION-, UTILIZING IN ONE CRIMINAL 
ACT THE NAME "EMETIC-," ARE RESPONSIBLE FOR ACTS OF DESTRUCTION 
AND SABOTAGE WHICH THESE MEMBERS CALL "ECOTAGE" AND THAT SOME OF 
THESE SAME MEMBERS ARE CURRENTLY CONSPIRING TO COMMIT ADDITIONAL 
CRIMES OF FORCE OR VIOLENCE- 

EF IS A NATIONWIDE ORGANIZATION OF PERSONS DEDICATED TO 
PRESERVING THE ECOLOGICAL STATUS OF THE EARTH AND CERTAIN 
INDIVIDUAL MEMBERS OF EF ARE KNOWN TO ESPOUSE CRIMINAL ACTS IN 
THEIR OPPOSITION TO INDUSTRIAL/GOVERNMENT DEVELOPMENT AND 
MODIFICATION OF THE ENVIRONMENT. 

INVESTIGATION TO DATE BY THE PHOENIX DIVISION HAS DETERMINED 
THAT CERTAIN EF MEMBERS ARE RESPONSIBLE FOR THE SABOTAGE OF A 
CHAIRLIFT AT A FLAGSTAFF-, ARIZONA-, SKI RESORTi RESPONSIBLE FOR 
THE SABOTAGE OF POWER LINES AT THE PALO VERDE NUCLEAR GENERATING 
STATION-, PHOENIX-, ARIZONAN 


THE EF ORGANIZATION IS NOT THE SUBJECT OF THIS 
INVESTIGATION. THIS DS/T INVESTIGATION WILL INVESTIGATE ONLY 


THOSE MEMBERS OF EF BELIEVED TO BE INVOLVED IN CRIMINAL ACTIVITY 




lilHO HAVE BEEN IDENTIFIED AS PART OF THE ECOTAGE GROUP AND WHO IN 
ONE CRIMINAL ACT UTILIZED THE NAME "EMETIC." PHOENIX HAS ADVISED 
THAT THE MAJORITY OF EF MEMBERS ARE NOT INVOLVED IN CRIMINAL 
ACTIVITY AND FOR THESE REASONS-. THE TITLE OF THIS INVESTIGATION 
HAS BEEN CHANGED. PHOENIX SHOULD ENSURE THAT THE FOCUS OF THE 
"EMETIC" INVESTIGATION IS LIMITED TO THOSE INDIVIDUALS INVOLVED 
IN CRIMINAL ACTIVITY. 

SPECIFICALLY THE PHOENIX DIVISION SHOULD ADVISE ALL 
AUXILIARY OFFICES COVERING LEADS IN THIS INVESTIGATION OF THE 
ABOVE INFORMATION. PHOENIX SHOULD ENSURE THAT NONE OF THE 
SOURCES NOR INVESTIGATIVE TECHNIQUES SUCH AS SURVEILLANCES-. 

SHOULD BE DIRECTED TOWARD PUBLIC OR PRIVATE MEETINGS WHERE 
CITIZENS OR EF MEMBERS ARE MERELY VOICING THEIR OPPOSITION TO 
GOVERNMENT AND INDUSTRIAL UTILIZATION/MODIFICATION OF THE 
ENVIRONMENT. COLLECTION AND RETAINING OF EF LITERATURE IS 
PROHIBITED UNLESS THERE IS INFORMATION IN THE LITERATURE WHICH 
DESCRIBES CRIMINAL ACTS WHICH HAVE BEEN COMMITTED BY THE CRIMINAL 
ENTERPRISE. SOURCES SHOULD ONLY BE DIRECTED TOWARD THOSE EF 
MEMBERS THAT ARE BELIEVED TO BE ENGAGED IN CRIMINAL ACTS. 



FM DIRECTOR-. FBI 


TO FBI PHOENIX PRIORITY 
FBI ALBANY PRIORITY 
FBI ALBUQUERQUE PRIORITY 
FBI ANCHORAGE PRIORITY 
FBI ATLANTA PRIORITY 
FBI BALTIMORE PRIORITY 
FBI BIRMINGHAM PRIORITY 
FBI BOSTON PRIORITY 
FBI BUFFALO PRIORITY 
FBI BUTTE PRIORITY 
FBI CHARLOTTE PRIORITY 
FBI CHICAGO PRIORITY 
FBI CINCINNATI PRIORITY 
FBI CLEVELAND PRIORITY 
FBI COLUMBIA PRIORITY 
FBI DALLAS PRIORITY 
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FBI DENVER PRIORITY 
FBI DETROIT PRIORITY 
FBI EL PASO PRIORITY 
FBI HONOLULU PRIORITY 
FBI HOUSTON PRIORITY 
FBI INDIANAPOLIS PRIORITY 
FBI JACKSON PRIORITY 
FBI JACKSONVILLE PRIORITY 
FBI KANSAS PRIORITY 
FBI KNOXVILLE PRIORITY 
FBI LAS VEGAS PRIORITY 
FBI LITTLE ROCK PRIORITY 
FBI LOS ANGELES PRIORITY 
FBI LOUISVILLE PRIORITY 
FBI MEMPHIS PRIORITY 
FBI MIAMI PRIORITY 
FBI MILWAUKEE PRIORITY 
FBI MINNEAPOLIS PRIORITY 
FBI MOBILE PRIORITY 


FBI NEWARK PRIORITY 
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FBI NEU HAVEN PRIORITY 
FBI NEU ORLEANS PRIORITY 
FBI NEU YORK OFFICE PRIORITY 
FBI NORFOLK PRIORITY 
FBI OKLAHOMA CITY PRIORITY 
FBI OMAHA PRIORITY 
FBI PHILADELPHIA PRIORITY 
FBI PITTSBURGH PRIORITY 
FBI PORTLAND PRIORITY 
FBI RICHMOND PRIORITY 
FBI SACRAMENTO PRIORITY 
FBI ST. LOUIS PRIORITY 
FBI SALT LAKE CITY PRIORITY 
FBI SAN ANTONIO PRIORITY 
FBI SAN DIEGO PRIORITY 
FBI SAN FRANCISCO PRIORITY 
FBI SEATTLE PRIORITY 
FBI SPRINGFIELD PRIORITY 
FBI TAMPA PRIORITY 

FBI UASHINGTON METROPOLITAN FIELD OFFICE (UMFO) PRIORITY 
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UNCLAS SECTION 5 OF 2 
"CHANGED" 

EMETICR 

DOMESTIC SECURITY/TERRORISM (DS/T)R 
00: PHOENIX 

THE IMMEDIATE PURPOSE OF A DS/T INVESTIGATION IS TO OBTAIN 
INFORMATION CONCERNING THE NATURE AND STRUCTURE OF THE CRIMINAL 
ENTERPRISE AS SPECIFICALLY DELINEATED IN THE PARAGRAPH BELOW-, 

WITH THE VIEU TO THE LONGER RANGE OBJECTIVES OF DETECTION-. 
PREVENTION! AND PROSECUTION OF THE CRIMINAL ACTIVITIES OF THE 
ENTERPRISE. 

A DS/T INVESTIGATION INITIATED UNDER THESE GUIDELINES MAY 
COLLECT SUCH INFORMATION AS: 

1. THE MEMBERS OF THE CRIMINAL ENTERPRISE AND OTHER PERSONS 
LIKELY TO BE KNOWINGLY ACTING IN FURTHERANCE OF ITS CRIMINAL 
OBJECTIVES PROVIDED THE INFORMATION CONCERNS SUCH PERSONS' 
ACTIVITIES ON BEHALF OR IN FURTHERANCE OF THE CRIMINAL 
ENTERPRISE’-. 

2. THE FINANCES OF THE CRIMINAL ENTERPRISER 
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3. THE GEOGRAPHICAL DIMENSIONS OF THE CRIMINAL ENTERPRISER 

M. THE PAST AND FUTURE ACTIVITIES AND GOALS OF THE CRIMINAL 
ENTERPRISE. 

THE PHOENIX DIVISION AND RECEIVING OFFICES SHOULD REFER TO 
THE ATTORNEY GENERAL'S GUIDELINES ON DS/T INVESTIGATIONS FOR 
GUIDANCE AND REPORTING RESULTS OF THIS INVESTIGATION-. NOTING THAT 
RENEWAL OF AUTHORIZATION IS NEEDED TO CONDUCT THIS INVESTIGATION 
BEYOND THE NOVEMBER Si EXPIRATION DATE. IF PHOENIX 

REQUESTS RENEWAL OF THIS INVESTIGATIONi PHOENIX SHOULD PROVIDE 
FBIHQ WITH A DETAILED LHM REPORTING RESULTS OF THEIR 
INVESTIGATION DURING THE DESIGNATED PERIOD- THIS LHM SHOULD 
ARRIVE AT FBIHQ AT LEAST TWO WEEKS PRIOR TO THE NOVEMBER Si nfifli 
EXPIRATION. RECEIVING OFFICES CONDUCTING INVESTIGATION IN THIS 
MATTER SHOULD REPORT RESULTS OF INVESTIGATION ON A TIMELY BASIS 
TO PHOENIX TO ENABLE PHOENIX TO PREPARE AN APPROPRIATE LHM IN 
THIS MATTER IF A RENEWAL FOR A DS/T INVESTIGATION IS REQUESTED• 

BT 

I 
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NOTE: THIS TELETYPE AUTHORIZES THE PHOENIX DIVISION TO CONDUCT A 
DS/T INVESTIGATION UNDER THE DESIGNATED CODE NAME. PHOENIX IS 
PRESENTLY CONDUCTING A PI INVESTIGATION ON EARTH FIRST-. WHICH IS 
DUE TO EXPIRE MAY 24-, nflfl. THE AUTHORIZATION DATE FOR THE DS/T 
INVESTIGATION COMMENCES MAY b-, nflfl TO EXPIRE NOVEMBER 2-, nflfl. 

PHOENIX IS INSTRUCTED TO DIRECT THEIR INVESTIGATION TO 
MEMBERS OF THE EARTH FIRST WHO ARE ENGAGED IN CRIMINAL ACTIVITY 
AND NOT MEMBERS OF EF WHO ARE EXERCISING THEIR CONSTITUTIONAL 
RIGHT TO OPPOSE INDUSTRIAL/GOVERNMENT DEVELOPMENT AND 
MODIFICATION OF THE ENVIRONMENT. 

IN VIEW OF THE DEMONSTRATED CRIMINAL VIOLENCE BY VARIOUS 
MEMBERS OF EF AND ALSO PLANS FOR FUTURE CRIMINAL ACTS BY THESE 
SAME EF MEMBERS WHICH ARE INSPIRED BY THEIR PHILOSOPHICAL 
BELIEFS-, IT IS RECOMMENDED THAT AUTHORIZATION BY THE ASSISTANT 
DIRECTOR-, CID-, FBIH<3 BE GRANTED FOR A DS/T INVESTIGATION 
INITIATED ON MAY b-, nflfl FOR IflD DAYS-, TO EXPIRE NOVEMBER 2-, 

naa. 



APPROVED: Adm. Servs. |\ Off. of Cong. 


Crim. Inv & Public Affs. 

Ident. Off of Lia. 

Director _Inspection _& Inti Affs. _ 

Exec. AD-Adm_Inteil-Rec. Mgmt._ 

Exec. AD-lnv_Laboratory_Tech Servs. 

Exec. AD-LES _Legal Court. -Training - 


12 - 




CONGRESS OF THE^JNITED STATES 



August 28, 1989 


Mr. William S. Sessions 
Director 

Federal Bureau of Investigation 
Congressional Office Room 7240 

10th and Pennsylvania, N.W. b6 

Washington, D.C. 20535 b7c 


Dear Mr. Sessions: 

Please find enclosed a letter from 
of Bridgeport, Connecticut, regarding the Fe 
Bureau of Investigation's establishment of a 


jAjgt^Organization." 


MW 



As you will note, 


creation of this organization. 


is opposed to the 


Any information you could offer on this matter will 
be appreciated. Please direct your response to the 
attention of my legislative assistant, Patty 
McGovern, in my Washington office. 


Thank you for your time and assistance. 


Congressman 
Christopher Shays 
Fourth District Connecticut 


Offices 

10 Middle Street 



Member of Congress 



Bridgeport, CT 06604 
579-5870 

888 Washington Boulevard 
Stamford, CT 06901 
357-8277 


125 East Avenue 
Norwalk, CT 06851 
866-6469 

1531 Longworth Building 
Washington, DC 20515 
202/225-5541 


llnj&l 




ALI/INFORMATION CONTAINED 
HEREIN lb UNCLASSIFIED 
DATEJLIaliS_BYiM&eJff 


v 





! IMPLORE YOU TO LOOK INTO THE MATTER OF THE FBI SETTING UP THE 
EARTH FIRST? ORGANIZATION. IN GENERAL, AND PARTICULARLY AFTER 
EIGHT YEARS OF THE REAGAN ADMINISTRATION'S INTENSE SUPPORT OF BIG 
BUSINESS I FIND IT EXTREMELY LIKELY THAT THE MASSIVE FINANCIAL 
INTEREST OF THE TIMBER COMPANIES HAVE MORE THAN A LITTLE INFLUENCE 
IN THE THIS MATTER! 


I WANT TO HEAR FROM YOU AS SOON AS POSSIBLE ON THE MATTER. 


THANK YOU. 
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Honorable Christopher Shays 
House of Representatives 
Washington, D.C. 20515 



September 11, 1989 


•v 
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Dear Congressman Shays: 

Director Sessions has asked t hat I respond to your 
August 28th correspondence on behalf of | |wh o has 

written to you about thelrcarth First organization. 

There has been a misunderstanding as a result of 
allegations in the newspapers that the FBI is investigating Earth 
First, which is a group of environmentalists and citizens throughout 
the country who are concerned with protecting our environment. 

These allegations are based on an FBI investigation which led to the 
arrest of four individuals who were charged in a Federal complaint 
with destroying various properties and conspiracy to commit acts of 
destruction of power lines at nuclear facilities in three western 
states. These individuals have been indicted and are awaiting trial 
in United States District Court in Phoenix, Arizona. Some of the 
individuals who were arrested were members of Earth First; thus, it 
was allpgprf that thp frt was investigating this organization. You 

may assure!_|that Earth First was not the subject of this 

investigation nor was its overall membership. Our investigation 
focused on the individuals responsible for committing criminal acts 
within our investigative jurisdiction. 

Sincerely yours. 
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Bob A./Ricks 

Deputy* Assistant Director 
Criminal Investigative Division 




- Phoenix (100A-8795) - Enclosures 
Personal Attention SAC. 
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] (Room 5214, TL 243) - Enclosures 

- RMPU (Room 5121, TL 233) 

- Congressional Affairs Office LcL>dQ\x tvo.V ' 
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NOTE: | __ | who, based on available information is 

not identifiable in Bufiles, wrote to Congressman Shays imploring 
him to look into the matter of "the FBI setting up the Earth First! 
organization . 11 It is believed that the Congressman misinterpreted 
| meaning based on allegations we have received in the 
to include other members of Congress writing on behalf of 

We have responded to the other inqui ries with 


be 
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Director’s Sec'y . 


past, 

their constituents. 

; replies similar to the one above in coordination with SSA[_ 

-Domestic Terrorism Unit, CID. A preliminary investigation was 
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Honorable Christopher Shays 


NOTE CONTINUED: initiated in January, 1988, captioned EARTH FIRST; 

DS/T, 00: Phoenix, based on allegations that a group of indi¬ 
viduals, some of whom belonged to EARTH FIRST, were committing 

and destruction to properties on behalf of their environ¬ 
mental philosophies. A full DS/T investigation was authorized in 
June, 1988, and the title was changed to EMETIC. This investigation 
was not an investigation of the group known as EARTH FIRST, but 
focused only on a group of individuals, many of whom were members of 
EARTH FIRST, who were engaged in a number of criminal acts 
the FBI's investigative jurisdiction. A Group I UCO was approved by 
the Director and the case title was changed again to ICEFOG and in 
January, 1989, was designated as a major case entitled THERMCON. As 
a result of this investigation, 3 individuals were arrested on 
May 30, 1989, and one on May 31st. They were charged for various be 

violations of Title 18, USC, were indicted and are awai ting trial in b7c 

Phoenix. Above response discussed with SSA| | Domestic 

Terrorism Unit, CID. - 
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JOHN H. CHAFEE 

' RHODE ISLAND 

CHAIRMAN, REPUBLICAN 
CONFERENCE 

COMMITTEE ON FINANCE 

RANKING MEMBER, COMMITTEE ON 
ENVIRONMENT AND PUBLIC WORKS 

THE SENATE ARMS CONTROL 
OBSERVER GROUP 



• • 

United States Senate 


September 18, 1989 


WASHINGTON OFFICE: 

Washington, DC 20510 
(202) 224-2921 

PROVIDENCE OFFICE: 

301 John 0. Pastore 
Federal Building 
Kennedy Plaza 
Providence, Rl 02903 
(401) 528-5294 

Toll Free Number 
In Rhode Island 
1-800-662-5188 



Mr. John Collingwood 
Inspector in Charge 
c/o Congressional Affairs 
Federal Bureau of Investigation 
9th and Pennsylvania, NW 
Washington, D.C. 20535 

Dear Mr. Collingwood: 



Enclosed please find a copy of a letter from one of my 
constituents in Rhode Island. 


I would appreciate your responding to the concerns noted in 
the letter. I look forward to hearing from you. 

Thank you for your attention to this matter. 







^ °)b- 








Dear Senator Cl 


kee. 




I am wr iting to protest the a rrest of environmentalist and 
Earth First! I J by the FBI on conspiracy 




J who is an internationally recognized 
has been a key figure in the courageous 


environmental leader, 

# fight to save wilderness and old growth forests throughout the 
West and to preserve and restore what is left of our wijLd lands 
in the E ast- Future generations will thank people like 
I I for carrying on this fight. 


a 


The FBI, acting on information from an agent provocateur. 
has, in effect, accused I I of ordering three other 

individuals to damage a power line in Arizona. Earth First! is a 
non-hierarchical group of people concerned with wilderness 
preservation. Some chain themselves to tree s, some, like me. 
write letters and cheer from the sidelines. | \ 

I ~~| I am a member of Earth First! (a long with the Sierra 

Club, Amnesty International, and the AAA) and I I 

couldn't "order" me to get him a cup of coffee, let alone to 
sabotage a power line. 


b6 
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Moreover, this action by the FBI, and similar actions 
againpt CISPES and other Latin American peace groups, raises the 
question of the legitimate role of the agency in a democratic 
society. I was incredulous when the FBI (which has a miserable 
record in dealing with real spies and terrorists) tried to 
justify its actions against CISPES by claiming that they were a 
suspected terrorist organization. If church-based groups 
protesting poverty and injustice are nests of terrorist, perhaps 
we had better take a hard look at the Audabon Society and the 
Rotary Club. 


ft 



The FBI's job is to catch criminals not to harass, 
intimidate, and arrest legitimate political activists. They are 
not chartered to act as a Secret Police, as an American 
equivalent of the KGB, j , 

What makes me particularly angry is ]my sense of deja vu. 
We've been through all this before, with COINTELPRO in the 1960's 
and 70's, with the Bureau's clandestine war against the Civil 
Rights movement, with the shelves full of revelations about the 
abuses of the Hoover years,,. When will this stop? 


I consider myself a very loyal American. I also hate 
poverty, bad education, discrimination, and, perhaps most of all, 
greed and environmental despoliation. The FBI's job is not to 
decide whether my opinions, or those of aW other citizen, lie 

** j? 

beyond the pale of respectable ^thought and should therefore be 
suppressed. Their job is to act as a law enforcement agency 
while the rest of us, citizens and elected officials alike, 
struggle to define what the America of the future will be like. 


I r* ,'■* ■”* *"■* "5*7 

( lis/ «! Ulkj 

Movements like Earth First 1 have played a long and honorable 
role in American history, going back to the Committees of 
Correspondence which helped lay the groundwork for the 
Declaration of Independence. Ornery and sometimes disruptive 
radicals helped end slavery, got the vote for women, won basic 
rights for working people, ended legal segregation, and are now 
working hard to save the planet from environmental destruction. 

I don't think any of us would want to live in America as it would 
have been without its "radical" history. 




October 3, 1989 




FEDERAL GOVERMENS. 


Honorable John H. Chafee 
United States Senate 
Washington, D.C. 20510 


Dear Senator Chafee: 


I am writing in further response to your September 18th 
letter to Inspector John ColJldngwood on behalf of your constituent who 
has written to you about the^Earth First organization. 

There has been a misunderstanding as a result of allegations 
in the newspapers that the FBI is investigating Earth First, which is a 
group of environmentalists and citizens throughout the country who are 
concerned with protecting our environment. These allegations are based 
on an FBI investigation which led to the arrest of four individuals who 
were charged in a Federal complaint with destroying various properties 
and conspiring to commit acts of destruction of power lines at nuclear 
facilities in three western states. These individuals have been 
indicted and are awaiting trial in United States District Court in ^ 
Phoenix, Arizona. Some of the individuals who were arrested were / 
members of Earth First; thus, it was alleged that the FBI was 
investigating this organization. You may assure your constituent thar* 
Earth First was not the subject of this investigation, nor was its 
overall membership. Our investigation focused on the individuals 
responsible for committing criminal acts within our investigative 
jurisdiction. 

I hope the information I have provided will be of some 
assistance to you. 


m 
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Sincerely yours, 



i 


- Phoenix (100A-8795) - Enclosures 
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Bob A. Ricks 

Deputy Assistant Director 
Criminal Investigative Division 
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NOTE: Senator Chafee has written on behalf of an unnatoecl'constituent 

who has express ed concern over the FBI 1 s "arrest of environmentalist 

' — I" We have responded to the other 
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-SSA | ~1 Domestic Terrorism Unit, CID. A preliminary investi¬ 

gation was initiated in January, 1988, captioned EARTH FIRST; DS/T, OOj, 
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Honorable John H. Chafee 


NOTE CONTINUED: Phoenix, based on allegations that a group of 
individuals, some of whom belonged to EARTH FIRST, were committing 
sabotage and destruction to properties on behalf of their environmental 
philosophies. A full DS/T investigation was authorized in June, 1988, 
and the title was changed to EMETIC. This investigation was not an 
investigation of the group known as EARTH FIRST, but focused only on a 
group of individuals, many of whom were members of EARTH FIRST, who 
were engaged in a number of criminal acts within the FBI’s investi¬ 
gative jurisdiction. A Group I UCO was approved by the Director and 
the case title was changed again to ICEFOG and in January, 1989, was 
designated as a major case entitled THERMCON. As a result of this 
investigation, 3 individuals were arrested on May 30, 1989, and one on 
May 31st. They were charged for various violations of Title 18, USC, 
were indicted and are awaiting tri al in Phoeni x. Above response has 
been previously discussed with SSA | [ Domestic Terrorism Unit, 

CID. An interim response was sent to Senator Chafee on 9/28/89. 
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BAvTDE. SKAGGS 

2ND DISTRICT, COLORADO 


1723 LONGWORTH BUILDING 
Washington, DC 20515 
(202) 225-2161 




PUBLIC WORKS AND 
TRANSPORTATION COMMITTEE 


SCIENCE, SPACE, AND 
TECHNOLOGY COMMITTEE 


9101 Harlan Street, Suite 130 
Westminster, Colorado 80030 
(303) 650-7886 


CONGRESS OF THE UNITED STATES 

HOUSE OF REPRESENTATIVES 


SELECT COMMITTEE ON CHILDREN, 
YOUTH, AND FAMILIES 


August 18, 1989 


Mr. J. Kevin O'Brien 
Chief Counsel Cong. Affairs 
Federal Bureau of Investigation 
Ninth & Pennsylvania Avenue, N.W. 
Washington, D.C. 20535 

Dear Mr. O'Brien: 


I recently received the enclosed constituent inquiry 
^aboulPEar th,First! and the arrest of I 






I would appreciate your comments on this constituent's 
concerns. Please respond to my Colorado office. 


b7C 




DES:fwr 
Enclosure 
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Sincerely yours. 
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enclosure 


Representative Skaggs 
U.S. House 

Washington, D. C. 20515 
Dear Representative Skaggs: 

Could you please ask the FBI if it is necessary to 
frightening tactics in arresting Ea rth Firstl members? f 
I I of Earth First! T l _____ 




under arrest. |_| freguently gives talks at the 

University of Colorado in Boulder and has worked with the 
Wilderness Society, Sierra Club and the Colorado Environmental 
Coalition to try and get more people to protect our forests. As 


far as 


far as I k now, he's nonviolent, and not a fugitive. He I Ives f 
I I In a house when he's not travelling to give talks on 

saving forests to environmentalists. 

1 do not think Earth First! is a hazard to our democracy; in 
fact, 1 think it is helping to make our country more democratic by 
getting citizens to investigate and comment on the policies of the 
BLM, the USFS, and Department of Interior. They're trying to 
protect wildernesses and wildlife. They may do monkey-wrenching, 
but 1 don't think they want to harm any people. 

Given the recent revelations about poor preparation for the 
Alaska oil spill and frequent payoffs to James Watt for 
"consulting", we need more citizen watchdog groups. 

1 applaud the FBI investigation of( TTocTy F 1 ats ) 1 applaud 

L your leadership in asking for cleanup and possible closure of the 

plant. I- 1 

— It seems that an FBI agent provocateur, may have 

been used by the FBI to try to get Earth First! members to commit 
illegal acts such as damaging power lines. I do not want the FBI 
to treat Earth First! like a revolutionary group that they try to 
discredit or harass. Some Earth First! members do talk about 
damaging the system, which they feel Is damaging forests and 
wildlife, but the main focus is to protect wilderness and wildlife 
■ from destruction. I don't think that they're into violence 
,‘against people. I think that sometimes when people are trying to 
cut old growth forests or mine wilderness areas before the courts 
or congress can protect them. Earth First! uses demonstrations and 
sometimes monkey-wrenching to try to protect the environment.'Hr, 


trTUw sH JA or /cck 

<T J Cheers, 

-Ow £Cl f/OL vViaIuH^ o-f o 1<A r \ 


(ee'rs '' >( ['1 i t h/ \ ( "! ^ 

_ r ’ i A . .>/ u 1 I 


V .0 i-v 


KtKt 


dfo IS rid) 


! rrpn 



|H| 






V- 


% 


% 


August 3, 1989 
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Honorable Henry J. Hyde 
House of Representatives 
Washington, D. C. 20515 

Dear Congressman Hyde: 

Your July 27th inquiry on behalf of 
has been brought to my attention. 


b6 
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also wrote a similar letter to the Attorney 
General on June 21st and that letter was referred to FBI 
Headquarters for response. I replied to I ~| concerns 

on July 17th and a copy of my response is enclosed for your 
information. 


U 


Sincerely yoxrrs. 
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Phoenix - Enclosures (2) 
eysonal Attention SAC. 

Enclosures 


/Jilliam'M. Baker 
Assistant Director 
Criminal Investigative Division 
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Room 5214, TL 243 


1 - RMPU, CID, Room 5121, TL 233 
1 - Congressional Affairs Office 

NOTE: Congressman Hyde wrote enclosing a copy of a June 21st 
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letter to him from C 


:[ 


] sent the 


identical letter to the Attorney General. We responded to that 
referral on July 17th in coo rdination with SSA I L Domestic 

, m s.™ Terrorism Unit, CID. | | asks for an investigation into the 

lm ' ,nv -37recent F.B.I. infiltration and freune up calls upon prominent 

Tp' i V Ear th Fir st writers/activists in the name of justice and the 

— right to exercise free speech." A preliminary investigation was 
Z initiated in January, 1988, captioned EARTH FIRST; DS/T, OO: 
''Phoenix, based on allegations that a group of individuals, some 

to EARTH FIRST, were committing acts of 
NOTE CONTINUED ON PAG; 
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Honorable Henry J. Hyde 


NOTE CONTINUED: and destruction to properties on behalf of their 
environmental philosophies. A full DS/T investigation was 
authorized in June, 1988, and the title was changed to EMETIC. 
This investigation was not an investigation of the group known as 
EARTH FIRST, but focused only on a group of individuals, many of 
whom were members of EARTH FIRST, who were engaged in a number of 
criminal acts within the FBI's investigative jurisdiction. A 
group I UCO was approved by the Director and the case title was 
changed again to ICEFOG and in January, 1989, was designated as a 
major case entitled THERMCON. As a result of this investigation, 
3 individuals were arrested on May 30, 1989, and one on May 31st. 
They were charged for various violations of Title 18, USC, were 
indicted and are awaiting trial in P hoenix. Su bstance of above 
response and note recommended by SSA | | Domestic Terrorism 

Unit, CID. 
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Department of Justice 
Constitution and 10th Avenue, NW 
Washington, DC, 20530 
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Dear Attorney General: 

I am writing to protest the Federal Bureatffof Investigation's 
recent infiltration of the environmental group ^ai^.^ J ..£ij:st i in 
Prescott, Arizona. The Bureau's gestapo-like pLanSrigorcdvert 
agents within the Earth First! organization itself is an 
intolerable destruction of the civil liberties and privacy of the 
American public. To squelch dissent is to kill democracy. 
Please keep this in the forefront of your mind as action 
concerning the FBI is considered. 


Earnestly yours, 






% 
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August 28, 1989 
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Exec AD Adm. _ 

Exec AD Inv- 

Exec AD LES . 
Asst. Dir.: 

Adm. Servs. . 
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Legal Coun._ 

Off. Cong. & 
Public Affs. . 

Rec. Mgnt. _ 

Tech. Servs._ 

Training _ 

Off. Liaison & 

Int. Affs. . 
Telephone Rm. 
Director’s Sec'y 


Your August 7th letter to the Attorney General in which 
you express concern about allegations that the FBI investigated 
Earth First has been referred to FBI Headquarters. 

I want to assure you that the investigation with which 
you take issue was not an investigation of Earth First or its 
overall membership. On May 30 and 31, 1989, the FBI arrested four 
individuals for various Federal violations. These individuals were 
charged in a Federal complaint with destroying various properties 
and conspiracy to commit acts of destruction of power lines at 
nuclear facilities in three western states. These individuals have 
been indicted and are awaiting trial in United States District 
Court in Phoenix, Arizona. 

Once again I want to assure you that Earth First was not 
the subject of this investigation nor was its overall membership. 
Our investigation focused on the individuals responsible for 
committing criminal acts within our investigative jurisdiction. 


Sincerely yours, 

P.' 1 1 J_HIT Jl, 



William M. Baker 
Assistant Director 
Criminal Investigative Division 


1 - Phoenix - Enclosure 

personal Attention SAC. 
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(Room 5214, TL 243 


1 - Administrative Unit, CID (Room 5121, TL 233) 
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] wrote to the Attorney General to protest 


NOTE: _ 

the FBI’s alleged covert action against several members of EARTH 
FIRST. A preliminary investigation was initiated in January, 1988, 
captioned EARTH FIRST; DS/T, 00: Phoenix, based on allegations 
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SEE NOTE .PAGE TWO 
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NOTE CONTINUED: that a group of individuals, some of whom belonged 
to EARTH FIRST, were committing acts of sabotage and destruction to 
properties on behalf of their environmental philosophies. A full 
DS/T investigation was authorized in June, 1988, and the title was 
changed to EMETIC. This investigation was not an investigation of 
the group known as EARTH FIRST, but focused only on a group of 
individuals, many of whom were members of EARTH FIRST, who were 
engaged in a number of criminal acts within the FBI's investigative 
jurisdiction. A Group I UCO was approved by the Director and the 
case title was changed again to ICEFOG and in January, 1989, was 
designated as a major case entitled THERMCON. As a result of this 
investigation, 3 individuals were arrested on May 30, 1989, and one 
on May 31st. They were charged for various violations of Title 18, 
USC, were indicted and are awaiting trial in Phoenix . Substance of 
above response and note recommended by SSA | | Domestic 

Terrorism Unit, CID, and has been used in reply to similar 
inquiries. 
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Federal Bureau of Investigation PLSL, Environment Division 
Rm. 6212 JEH Building Rm. 2129 Main DOJ, 514-2721 


b6 

b7C 


Please find enclosed a citizen's letter concerning a matter that 
is more appropriately within the jurisdiction of your office. I 
am forwarding it to you for response. 

Many thanks for your assistance in this matter 
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Dept of Justice 
U.S. Attorney General 
Constitution Av. & 10th NW 
Washington. D.C. 20530 

Dear Attorney General: 

Enclosed is what I believe to be a true reproduction of an Earth 
First article. It proposes grave and illegal acts be perpetrated 
upon the population of the United States. It seems apparent that 
this organization is driven, not by the love of earth, but by the 
hatred of people. 

A similar plea for eco-karaikazes was broadcast on channel 2 here 
last evening. Some of their people were shown spiking trees to 
injure loggers and damage equipment. Media coverage of this 
radical criminal group is as though it were a legitimate group 
doing its business in a lawful manner. 

Is there not some way to hold these people accountable for their 
actions and their conspiracy against legitimate business and law 
abiding people? Blowing up dams and bridges can not be accom¬ 
plished without dreadful consequences. 


Can they be stopped? 






September 4, 1990 



Dead 


Your March 7th^-3reteter to the Attorney General con¬ 
cerning the organizationTTSrth First has recently been referred 
to FBI Headquarters. 

We share your concern relative to the possible violence 
associated with disagreements surrounding environmental issues; 
however, we have no authority to conduct an investigation of any 
person or organization unless information is brought to our 
attention which would indicate a violation of Federal law within 
our jurisdiction. We have investigated a number of individuals 
who are advocates of Earth First for acts of violence which have 
fallen within our investigative authority. 


We understand your interest in writing and want'to 
assure you that we will continue to investigate information that 
is brought to our attention which falls within our investigative 


jurisdiction. 


/GO - 

Sincerely 
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Nicholas V. O'Hara 
Deputy Assistant Director 
Criminal Investigative Division 


-— 


CO 

- ^Portland - E nclosure 

- I 1 - Enclosures (2) Room 5214, TL 243 

- R MPU. Room 5121 . TL 233 

NOTE: | | who is not identifiable in Bufiles, wrote to 

the Attorney General expressing his concern about information 
that has come to his attention that indicates that EARTH FIRST 
members are conducting illegal acts. He wants to know if there 
is some way to hold these people accountable for their actions 
and "their conspiracy against legitimate busi ness and law abiding 
people." Above response coordinated with SSA | 

Counterterrorism Section, CID. 
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SUBJECT:! EARTH FIRST; jFPC - TERRORISM - CANADA; 00: BUREAU. 


BUREAU IS REQUESTED TO FURNISH LEGAT OTTAWA WITH TRACE 







PAGE TWO DE OTT 0002 CON 
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FIRST*" A VIOLENCE PRONE ENVIRONMENTAL ORGANIZATION THAT 
MAINTAINS A CHAPTER IN HULL* QUEBEC. 


STATED THAT HE 


RECENTLY READ AN ARTICLE IN AN AMERICAN NEWSPAPER (INFI) THAT 
"EARTH FIRST" HAS BEEN RESPONSIBLE FOR NUMEROUS ACTS OF VIOLENCE 

t „ 

IN THE UNITED STATES. \ • 

A SEARCH OF LEGAT OTTAWA INDICES FAILED TO LOCATE ANY 
INFORMATION IDENTIFIABLE WITH "EARTH FIRST." 
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TRANSMIT VIA: AIRTEL 


CLASSIFICATION: TJNGLAS 



DATE: 12/14/90 



FROM: 



Director, FBI 

.LEGAT, Ottawa (163C-OT-7134) 


EARTH FIRST; 
“FPC=TERRORISM - CANADA; 
00: FBIHQ 


Reference Legat Ottawa teletype to FBIHQ dated 12/12/90. 

Referenced teletype requested backgro und information on 
captioned organization for dissemination to the | | 


captioned 


Enclosure 


Enclosed for Legat Ottawa is a letterhead m emorandum, 
"Emetic," suitable for dissemination to the| 


b7D 




NOTE: This airtel provides Legat Ottawa with background 

information concerning the FBI investigation of certain 
individuals who are members or affiliates of captioned 
organization. 
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U.S. D 




of Justice 


Federal Bureau of Investigation 


Washington , DC. 20535 


December 14, 1990 
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EMETIC; 

DOMESTIC SECURITY/TERRORISM (DS/T) 


This investigation was, predicated on a number of 
destruction and sabotage acts in'the state of Arizona, to include 
the conspiracy to simultaneously sabotage nuclear generating 
facilities located in Arizona, California, and Colorado. 

Violations which are attributed to this investigation were the 
May, 1986, sabotage of the Palo Verde Nuclear Generating Station, 
which resulted in a $1,260,000 loss to the owners of the station. 
The October, 1987, sabotage of the Fairfield Snow Bowl Ski Resort, 
which was repaired at a cost of $20,000; the September, 1988, 
sabotage of power poles and power lines leading to the Canyon, 

Pine Nut, and Hermit Uranium Mines located near the Grand Canyon 
in Arizona, which were repaired at a cost of $10,000; and a second 
attack on the Fairfield Snow Bowl Ski Resort in October, 1988, 
which resulted in damages totaling $30,000. 

Investigation has determined that the above-described 
acts of destruction and sabotage were conducted by certain 
individuals who are members or affiliates of the environmental 
organization "Earth First." The members of the criminal 
enterprise purport to preserve the earth's environment by means of 
sabotage and extortionate demands. The group sent a letter 
claiming credit for the ski resort sabotage calling themselves 
"Evan Mecham Eco-Terrorist International Conspiracy (EMETIC)." 

On 5/30-31/89, five individuals who are members of a 
affiliated with "Earth First" were arrested by the FBI and charged 
with Destruction of an Energy“Facility, Destruction of a Facility 
used in Interstate Commerce, Destruction of Government Property, 
and Conspiracy to sabotage Nuclear Facilities. All are awaiting 
trial which is anticipated to commence approximately January, 

1991. 


THIS DOCUMENT CONTAINS NEITHER RECOMMENDATIONS NOR CONCLUSIONS. OF 
THE FBI. IT IS THE PROPERTY OF THE FBI AND IS LOANED TO YOUR 
AGENCY; IT AND ITS CONTENTS ARE NOT TO BE DISTRIBUTED OUTSIDE YOUR 
AGENCY NOR' DUPLICATED WITHIN YOUR AGENCY. 
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Mr. William H. Webster, Director 
Federal Bureau of Investigation 
J* Edgar Hoover Building 
Pennsylvania Avenue & 9th St., N.W. 
Washington, D. C. 20535 f J 

Dear Director Webster: 
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b\Have been putting off writing this letter for months, but after reading the enclosed 
y news clipping in the paper yesterday, I decided not to wait any longer^ Am alsc 
x. enclosing a feature story in the Sunday edition of the two larges t newspapers ir^,. 
f-T state of Vermont. This feature concerns the subject in question,! I 

* a resident in our town of Bridport. ' - 1 - 

1 to _ 

J ( ! ’//hen the news broke last year that a member of the gang was living in our small 

|farming town, the townspeople became greatly concerned. Dc 


Joors and-windows that were 


formerly unlocked were locked, security measures were taken, closer supervision of 
family members became the rote, and a general atmosphere of apprehension prevailed 
around the town. 

! 

IjAs time passed, and months went by, this atmosphere lessened to some degree, only to 
return with each outbreak of news in the media of such items as depicted in the enclosed 
clipping. To the best of my knowledge, no known: protest was made to any state or 
federal officials, though the local officials were made well aware of the fears of the 
townspeople through personal contacts. Kn owledge of Cal ifornia's "Earth First" people 
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j being in town and having made contact with 


and they having gone across, the 


Lake: Champlain to Ticonderoga, New York, to give employees of that town's huge Inter¬ 
national Paper Company paper mill a bad time about what they claimed to be pollution of 
the Lake by the mill didn't set too well with the people, either. Some wondered if her 
going over to New York State wasn't a violation of her parole, too. 

|It is very well known around this town that this n otorious person is unrepenitent for 


2 and that she can 


,her past that sent her to prison, she still adores 

jhardly wait to rejoin him and his followers in California. A common complaint of 
jBridportites is:"Why did they pick this town to place such a dangerous person in resid- 
ience?" And the knowledge she is not li ving alone in t hat house near the shorecof’Lake 
jChamplain (with a person by the name of _ 


in some people's minds means we 


;are in double jeopardy, believing one must be as bad as the other. 


The question in a lot of Bridport minds, and the reason for this letter is - what do we 
have to do to rid our town of this person. ! | We are hopeful you may 

have an answer to this question. 
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January 7» 1991 


Vermont Citizens Advisory Committee 
On Lake Champlain's Future 
103 South Main Street 
Center Building 
Waterbury, Vermont 05676 

Dear Committeet 

I wish to submit my name as a candidate to the Lake Champlain Management Conference, . 
in the status of a public official* As a Bridport resident who has resided on‘the 
shore of Lake Champlain for the past two decades, and who has indulged in such''outdoor 
activities on the Lake as fishing, swimming, boating, and the best sport of all - ice 
fishing, over most of the southern end of the Lake and its tributaries, I believe I 
possess the proper amount of concern for the beautiful scenery I can observe from my 
picture window or deck. Weather doesn't matter - even in a blizzard, it is still 
beautiful1 

As for other pursuits, am a past member of our local Planning Commission, serving for 
four years till the end of my term this past year. As a Commissioner, had a lot of 
input in the formulation ofour present Town Plan, Am also the Secretary-Treasurer of 
Bridport'a Board of Zoning Adjustment, well into my second 3~ye a r term of office. 

Am presently also a member of our town's Bicentennial Committee. We have been running 
a series of events, such as breakfasts, dances, etc., to accumulate enough funds to 
properly celebrate in fine style the big event coming up in- July. Plans are already 
laid by our Committee toward that big celebration. 

Am also a very active member of our local (Middlebury) Lions Club, participating in 
all of its variagated projects and have served as Chairman on several of them. Also 
participate in our local elementary and district (Middlebury) Union High School in¬ 
terests, and the area's political affairs. Due to all of the above, have become very 
well known throughout Addison County. 

Have asked our Bridport Board of Selectmen for a letter of approval of my candidacy 
to the Conference. With their Board not meeting till next Monday evening, that should 
be forthcoming shortly after, if not before. 
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March 21, 1991 



Your communication to former Director Webster has been 
referred to me for acknowledgment. The interest which prompted you 
to write and make your concerns known is certainly understandable. 

While I wish we could offer you some encouragement, based 
on the data you furnished, there is no indication of any violation 
of Federal law which would fal l within the jurisdiction of the FBI. 
If you and others believe that I ~l may have 

violated her parole by going to New York State, you should bring 
thg| matter to the attention of the local parole office. 
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Thomas/F. Jones 
Inspector in Charge 
Office of Public Affairs 
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NOTE: Correspondent wrote concerning!_I a Manson 

follower who was sentenced to 15 years in prison. Nine years into 
her sentence jailers decided to release her. She wanted to go back 
to California; however, because of the circumstances they offered to 
send her to Vermont. Correspon dent alleg es, that followers of 
"EARTH FIRST" made contact with[and they all went to New 
York State to give the International Paper Company's paper mill a 
bad time. Corresmndent and others asked if this was a violation of 
-her parole. I I also asked "what do we have to do to rid our 
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